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‘‘T want you > a ie I appreciate 
more than I can tell, the manner in 
which my interests have been protec- 
ted. I feel that this is the very best 
insurance and the very best investment 
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The unvarying accuracy of sizes , 
of D&G Sutures is assured by use 
of a special micrometer having a 
magnification of 200 diameters. 


DAVIS & GECK INC. ~ 211 TO 221 DUFFIELD STREET ~ BROOKLYN, N.Y.,U.S.A. 














Jable of Contents 


Page 
SED aren taxndeccdeawendeacennes do sanewnes bie iets ani ahRnaeaislioes 755 
ee WOE. a. Be ing oki sn hive acess ncnstsad<vnssaeve%’d 757 
British Hospital Economy Committee Develop Cost System....761 
Se A A I oe oie earn ndd dnceenes sn conedatenkanwe nxt 766 
IE lloys Vee) ed 0) «<a rs 772 
Comorian Baptist SIGsOiel ois vcs v cc cceaccecccsaneuvecceecscaes 778 
a a rr 782 
Physiotherapy in a State Hospital..............cccccccccccecs 788 
Principles of Hospital Organization and Management......... 792 
Be er 796 
Pe Tae NE, Mo ha sean Khe eek deawns. ewe eabwun cations 802 
RE sr ae Ee ee ee 812 


I: SU I eco aE Ba tre iey bie OU ute yi tirtey Om 816 











746 Hospital Topics & Buyer 











CWDS CHOP D+ 








Treating 
Sinus 
Infection 
with the 
new 
Burdick 
Zoalite 











By Every Bedside | 
For the Relief of Pain 


This is the beauty of the Zoalite in hospital use—that || 
it needs no special wiring of any kind but can be | 
attached to any ordinary electric light socket. 


Its therapeutic principle is heat—heat resulting from 
the resistance encountered by the Infra-Red rays on 
their way through the skin and into the tissues. 


Use it at the bedside. 
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The Burdick Corporation 
Formerly Burdick Cabinet Co. 
900 MADISON AVENUE 


Milton, Wisconsin 
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You can 

purchase 

Digalen Ampuls 

direct from us 

in special Hospital Packages 


at $5.00 per 100 
ele) 


Be prepared for the heavy demands for 
digitalis you will have in the coming months. 
Order now. 


Ask for our catalogue of Special Hospital 
Packages in which Digalen, Allonal and other 
“Roche” Specialties are sold direct to hospitals 
and allied institutions. 


Gied, 


GheHoffmann- LaRoche Chemical Works 


19 Cliff Street, New York City, New York 
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We Specialize In Opportunities 


N YE olden time Dame 
Opportunity made rare, 
exclusive calls; and if, 
when she chanced to visit 


you, you did not hear her 


knocking, she departed, 
never to return, 


‘Today, if you are an ambi- 
tious member of the Med- 
ical profession—accredited 
graduate nurse, dietitian, 
Class A physician, X-Ray 
or laboratory technician, 
you will find Madame Op- 
portunity and her numer- 
ous progeny ready to re- 
ceive you at all times in 
our offices —-in person or 
by letter. 


Hospitals, large corpora- 
tions and _ institutions 
everywhere in the United 
States with desirable 
openings have confidence 
in Aznoe’s Service based 
on twenty-eight years of 
efiicient, discriminating 
placement of the right 


candidate in the right ap- 
pointment. 


Krom our trained staff you 
geta personal interest that 
is an important factor in 
our continued success. 


Ask us to supply candi- 
dates for your openings. 
We charge you nothing 
for this service. 


Tell us what sort of posi- 
tion you desire—change of 
scene and climate—greater 
responsibility — different 
associations. We are in 
touch with the best open- 
ings all over the United 
States. 


Write for our illustrated 
booklet, “Interesting Facts 
About Nurses and Dieti- 
tians.” 

YOUR OPPORTUNITY 
IS WAITING FOR YOU 
AT 


Member of the Chicago Association of Commerce 





Central Registry for Nurses 
National Physicians’ Exchange 
30 N. Michigan Ave., Chicago 
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THE HISTORY OF SYPHILIS 























T HAS been stated that syphilis was brought to 
Europe when Columbus returned to Spain 
from his voyage of discovery. 
The Spanish physician historian—Ruy Diaz 
de Isla—states that it made its first appearance 
in the city of Barcelona following the return 
of Columbus in the year 1493 whither it was 
brought from the Island of Hispaniola. 
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In the Dermatological Research Laboratories constant efforts are being 
made to elaborate medicaments for the control of the dread scourge of 
venereal infection. 


Ask your dealer for these D.R.L. Products: Arsphenamine, Neoars- 
phenamine, Sulpharsphenamine, Potassium Bismuth Tartrate with Butyn, 
and Metaphen. 


Write for booklet “‘The Laboratory in the Service of Medicine.” 


The DERMATOLOGICAL RESEARCH 
LABORATORIES, Philadelphia 


The ABBOTT LABORATORIES 
North Chicago, Illinois 
New York Seattle Los Angeles 


San Francisco Toronto 
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ETOXOL is an effective dentifrice 
used to encourage systematic applica- 
tion in the mouth of a selective germicidal 
and ‘detoxifying’ agent — Sodium Ricino- 
leate. Towards the Streptococcus - pneumo- 
coccus group, the Ricinoleate is particularly 
active, killing in 4% solution in one-half 
minute’s time. 


The most valuable characteristic of the 
Ricinoleate, however, is its neutralization 
of bacterial toxins. Guinea pigs injected 
with several lethal doses of virulent tox- 
ins neutralized with the Ricinoleate are 
both protected and rendered immune. 











Detoxol is suggested as a valuable aid _ di 
in the prevention and routine treat- [Ss 
a %,) er 


ment of mouth infections generally. 
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wh CAREFULLY prepared brand of petro- 
latum Liquidum which marks the high 
point of the science of refining for me- 
dicinal uses. The viscosity is high— which mini- 
mizes leakage. The thoroughly asceptic conditions 
maintained throughout the manufacturing and pack- 
ing processes eliminates all chance of contamination. 
Stanolind Liquid Paraffin will reach you in perfect 
condition and will answer your every requirement. 


We suggest you order a supply today. 


Standard Oil Company 


910 So. Michigan Ave. Chicago, Illinois 
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ou can save 
on laundry work 


Time and money saved, finished work of excep- 
tional quality, follow quickly the using of Solvay 
Snowflake Crystals. (Trademark Registered. U. S. 
Pat. Off.) 


SNOWFLAKE costs less per wash wheel load, and as 
it dissolves quicker than any other soda, the work is 
finished more rapidly and rinses easier; when the 
drain pipe is opened, no Snowflake goes down— 
every crystal has been used. 


SNOWFLAKE is a real soap saver and the best aid 
to a perfect bleach. A true chemical compound. 
Snowflake is always uniform, never cakes and is as 
free running as_ sand. 


For general cleaning you will find Solvay Super 
Cleanser remarkably effective for obtaining quick 
results with minimum labor and at small cost. 


Super Cleanser is used advantageously in cleaning 
dishwashing machines, tile, marble, glassware, 
kitchen utensils, tables, floors, refrigerators, win- 
dows, etc. 


ow Cw 


Over 75 stock Write today for 
points assure helpful booklet, 
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vay products. So. 1881 It’s free! 
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The Solvay Process Co. 


Detroit, Mich. Syracuse, N. Y. Hutchinson, Kans. 


ee 


Sales Department — Wing & Evans, Inc., 40 Rector St., New York 
Boston Cincinnati Cleveland Detroit Pittsburgh 


hicago Syracuse Indianapolis 
Philadelphia St. Louis Kansas City 
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DIFFERENCES IN 
BIOLOGICAL 
PRODUCTS 


OME physicians doubtless assume that all 

biological products, by whomsoever made, 
are more or less uniform in safety and potency 
because biological manufacturers are compelled 
to operate under license and regulation. But 
physicians themselves are also licensed and 
regulated by the government. Does this mean 
that all physicians possess a like degree of skill? 


Between one biological product and another 
the widest possible variation is frequently 
exhibited. The government merely prescribes 
minimum requirements. Between the minimum 
and the maximum is a wide range. Tolerable 
products are often far distant from superior 
products. 


In the manufacture of all biological products 
potency, purity, and safety are kept steadily in 
view. The most stringent rules of procedure 
prevail at every step. Chemical, biological, and 
bio-chemical tests are constantly used to assure 
the practitioner that any serum or vaccine turned 
out in our laboratories can be depended upon 
to do what is expected of it. 


May we not hope that you will specify “P. D. & Co.” 
on your prescriptions for biological products ? 


PARKE, DAVIS & CO. 


HOME OFFICES AND LABORATORIES: DETROIT, MICHIGAN 
WALKERVILLE, ONTARIO MONTREAL, QUEBEC 
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The Top of the Mountain 


Last summer, I was up in the Adirondack Mountains. 
There are higher mountains in the world, but none more 
beautiful. 

It was my good fortune to be traveling around with The 
Old Philosopher, who is old in philosophy but young in life. 

One day we particularly admired a certain mountain as 
it was mirrored in a little lake and I said to The Old Philoso- 
pher: 

“I'd like to climb to the top of that mountain just for the 
pleasure of getting there and looking down on the rest of the 
world.” 

“That,” said he, “is quite a human wish. We shall climb 
that mountain, and, maybe, learn something.” 

Others had climbed that mountain before us, for at the 
foot of it a little trail led up through the spruce and pines and 
a rough sign said, “THE TRAIL UP.” 

I gaily stepped onto that trail, the pine needles forming a 
soft, springy carpet under my feet. It was a gentle slope up- 
wards, which did not even cause me to slacken my pace. 

“Ah, ha!” I cried. “This is an easy trail.” 

“Ho, ho!” replied The Philosopher, “The trail upward is 
never easy all the time—only at the beginning. Save your 
breath and your enthusiasms for the stiff places.” 

And then the trail took a swing to the right and a turn to 
the left and it humped itself upwards and my pace slackened— 
but the sunshine filtering through the branches made the 
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wooded slope gay, and my pride made me hide the quicker 
breath I had to take as I bent to the slope. 


“Not so bad,” said I. 

“Not so bad yet,” said he. 

And then another easier slope—which was, in a way, a 
delusion, for it led but up to a rocky outcrop, slippy with a 
dripping streamlet, picturesque with moss, treacherous moss, 
which slid under your feet. 

Tough climbing, but worse to come, for here some winter 
storm had blown a tangle of trees across the trail. 

“Oh, man! That was some tough stretch,” said I. “I wish 
‘hey had picked an easier trail up.” 

And The Old Philosopher, mopping his brow, said: 

“The trail up is never easy. It would not go up if it were.” 

Well, up and at them again—and a little easier, for a little 
while, until the trail seemed to end—and, of all places, at the 
foot of a bald, bleak crown of gray rock! 

“Impassable!”’ said I. “Let us go back.” 

“Passable—and possible,” said he. “Let us go up. See, 
the trail goes by this crack and that crevice and over that 
shoulder. Come! Climb, and learn something.” 

And up there the wind is colder and as you crawl over that 
intractable gray mass it seems to stretch out gripping fingers 
to pull you off. Up and up, an inch at a time, panting for 
breath. 

You look down and you see how far up you are and what 
a fall you could make, and you are afraid, and stop. 

“Tt would be easier to let it go at this. We can slide back. 
This is far enough.” 

“No, no.” And you are prodded from behind. Up and up, 
to the top. 

But up and up you go, over rocks and slippy patches of 
moss. And you grasp at little bushes that come away in your 
hands, and you rest on a shelf where a clump of grass has 
gained a precarious foothold. 

You look back at the sunlit land below, where easy trails 
lead white, contented paths around the foot of the hills. Why 
did you have to go climbing and doing all this work, just to 
get to the top of a hill? 

Up and up and then, at last—the summit! And the world 
is at your feet. You get back your breath and your enthu- 
siasms, and you want to throw your hands to the skies and 
shout a song to the red gods of the woods and the mountains. 
And then The Philosopher says to you: 

“Every achievement in life, my boy, is a mountain and 
every good trail leads up. Every trail upward is hard to climb, 
and the man who gets to the top must pant and perspire and 
struggle and go into danger—but that’s the only way to reach 
the top of the mountain.” 
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General View of the West End Hospital 


The West End Hospital 
Chicago 


By George B. Lake, M. D. 


Some hospitals represent the 
organized activities of a munici- 
pality and operating deficits are 
paid out of public funds; some 
are organized and financed by 
altruistic citizens, singly or in 
groups; and some are _ con- 
ducted so as to pay a profit to 
their promoters, while render- 
ing a valuable service to the 
community. The West End 
Hospital falls in this latter 
class. 

Much has been said and writ- 
ten about “home-like hospitals,” 
but by that is generally meant 
a place where a man with an 
income of $5,000 or $10,000 a 
year, or more, will feel at home. 

A good many of the people 
living in the area twenty or 
thirty blocks west of Halsted 
Street and eight or ten blocks 
north and south of Madison 


Street would feel quite out of 
place in such a hospital as that. 
Why should not the families 
who live in the three or four- 
room flats (not apartments) in 
that district have a “homelike” 
hospital too? They have it! 

The West End Hospital is, to 
a large extent, the result of the 
activities and a reflection of the 
personality of one man, its 
organizer — Dr. Benjamin H. 
Breakstone. 


Original Building Once a 
Residence 


The original building of the 
hospital appears to have once 
been a private residence or a 
series of flats of rather higher 
quality than most of those sur- 
rounding it. 

A number of years ago—per- 
haps from the first—it was used 
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as a sanatorium for drug ad- 
dicts. Later it was occupied 
for hospital purposes by various 
organizations. 


Late in 1916, Dr. Breakstone 
took hold of it, organized a 
society and incorporated for 
$35,000. The institution pros- 
pered and in 1920 it was rein- 
corporated for $200,000 and 
contracts let for a large addi- 
tion, five and a half stories high, 
which was occupied in March, 
1921. 

Three months ago the adjoin- 
ing residence on the east was 
acquired, remodeled and con- 
nected with the other buildings. 
This is now known as _ the 
Annex. The total capacity of 
the institution is now 135 beds. 


A Business-Like Hospital 


The whole general impres- 
sion of the hospital is that it is 
a place of business. No 
unnecessary space is wasted in 
reception rooms, examining 
rooms, serving rooms or corri- 
dors. There appears to be suffi- 
cient space for these activities, 
but none to spare. 


Where the old building joins 
the new, a wide space in the 
hall, on each floor, is used as 
a nurses’ station and serving 
room for diets. Open shelves 
hold the plain and serviceable 
tablewear and dumbwaiters 











One of the Wards 
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H. Breakstone, B. S., M. D. 


connect all the service depart- 
ments with the kitchen. 

The patients are cared for in 
private rooms and in 2-, 3-, 4- 
and 5-bed wards. None of these 
have private baths, but there is 
a lavatory with hot and cold 
water in every room, also a 
telephone. 

Simmons hospital beds, some 
of the Ford type, are used 
throughout. On each floor 
there is a complete bath room, 
with tub, shower, lavatory and 
toilet, and also a_ sanitary 
drinking fountain in the hall- 
Way. 


Prices Moderate 


Prices run from $2.50 a day 
for a bed in one of the larger 
wards to $7.00 and $8.00 a day 
for the best private rooms. 
Operating room fees are mod- 
erate and are increased by $5.00 
after 6 p. m. and on Sundays 
and holidays. Dressings are 
sold to out-patients at reason- 
able prices. 


Basement Fully Utilized 


The service department is 
located in the basement, with 
kitchen and dining rooms; a 
complete, though small, laun- 
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dry; an ice machine; vacuum 
cleaning installation with out- 
lets on every floor; heating 
plant and water heater; main- 
tenance department for carpen- 
try, painting and other repair 
work; and a garbage burner. 

In the basement is also the 
morgue, where frequent autop- 
sies are performed; the out- 
patient department where clin- 
ics are held several days each 
week from 1 to 7 p. m., so as 
to make it available for work- 
ing people; a locker room 
where all patients’ clothing is 
locked up, after it has been. dis- 
infected; lecture rooms for the 
nurses’ school; and a combined 
hospital pharmacy and _ public 
drug store, which has a separate 
entrance on the street. 

In the basement of the annex 
will be found moderate X-ray 
equipment, with a stereoscope 
and fluoroscope. 

On the first floor une enters 
the main hallway, off from 
which is a_ small _ reception 
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room, very simply but neatly 
furnished. Opposite this is a 
small examining room, with 
table, lavatory and the few 
things which are really neces- 
sary. This room may _ be 
entered from the hall or the 
office. 

The information desk and 
switchboard are in a tiny niche 
just large enough to hold the 
board. Someone is at this desk 
all the time, and beside it is an 
annunciator which flashes the 
number of the room every time 
there is a call by a patient. 
The number remains lighted 
until the call is answered, so 
that the nurse on duty at the 
desk can check up on the 
promptness of the service. Red 
lights flash on at the floor 
nurse’s station and in front of 
the patient’s room, also. It is 
a simple and very effective sig- 
nal system. 

They have a vault for storing 
patients’ valuables and other 
things which require special 











The Main Operating Room in Action 
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protection. Each patient has a 
box with a lock, the key to 
which he holds, like a safe- 
deposit vault. The whole thing 
is tucked into what would 
otherwise be useless space, so 
no room is wasted. 


Have Simple Record System 


The record system is very 
simple, but few sheets being 
used. All laboratory reports are 
recorded on one sheet. The 
doctor in charge of a_ case 
writes his orders directly on the 
treatment sheet, and care is 
taken that no physician has 
access to any records except 
those of his own patients. As 
the records are completed and 
become obsolete they are filed 
in boxes, numerically, 100 
records to a box, and stored in 
a large closet on the fifth floor. 


Each Floor Contains an 
Isolation Room 


On each floor there is an 
isolation room. No contagious 
cases are admitted to the hos- 
pital, but such diseases occa- 
sionally appear after the patient 
has been admitted, and these 
rooms furnish a place where 
such cases may be cared for 
without exposing others to the 
danger of infection. 


Obstetrical Department 


On the second floor of the 
annex is the obstetrical depart- 
ment, and it is surprising how 
well the rather unpromising 
arrangement of a dwelling has 
been adapted to the purpose. 
There is a “labor room” where 
parturient patients are placed 
when they fall in labor, so as 
not to disturb the others. This 
opens directly into the delivery 
room, which is equipped with 
a modern obstetrical table and 
all the conveniences for this 
work. 
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The nursery occupies what 
appears to have been Originally 
a large closet or bath room, 
A room is provided where the 
physician in attendance may 
rest or sleep during the time 
when his patient does not 
require his actual services. This 
is a great boon to the doctors. 


Operating Pavilion 
The fourth floor, in the new 
building, is occupied by the 
operating pavilion, which js 
equipped in a highly satisfac- 











The Reception Room 


tory manner and kept in excel- 
lent condition. 


There is a main operating 
room of ample size and well 
lighted. There are also three 
small rooms where minor oper- 
ations—nose and throat work 
and the like—can be done. All 
are provided with what is nec- 
essary, but nowhere is there 
any waste or superfluity. 

Ethylene is little used as an 
anesthetic, nitrous oxide and 
oxygen, alone or combined with 
ether, being preferred by most 
of the surgeons. Practically all 
anesthesias are preceded by one 
or two hypodermic injections 
of hyoscine, gr. 1/100; mor- 
phine, gr. 1/4; and cactoid, gr. 
1/120. 


(Continued on page 808) 
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British Hospital Economy 
Committee Develop Cost System 


How Internal Measures Have Improved Status 
of the 118 London Hospitals Within 
King Edward’s Hospital Fund 


Susa P. Moore, Chicago 


The fourth report of the hos- 
pital economy committee of 
King Edward’s Hospital Fund, 
London, covering income and 
expenditures of 118 London 
hospital members of the Fund 
again calls attention to this in- 
teresting adventure in hospital 
finance. 

The committee, headed by 
Captain J. E. Stone, honorable 
secretary of the Incorporated 
Association of Hospital Officers, 
London, was created to meet 
post-war conditions in which re- 
duced revenue and increasing 
demand for hospital service 
threatened bankruptcy and hos- 
pital efficiency through chang- 
ing personnel was at its lowest 
ebb. 

Hospital managers required 
at once the utmost assistance in 
preventing leakage or waste. 
Costs had to be computed anew 
and on a more precise basis, and 
responsibility of management 
made to cover an amount of ac- 
counting detail previously re- 
garded as unnecessary. The 
desperate case of the hospitals 
could only be relieved by reform 
from within. 

Develop Uniform System of 
Accounting 

The first act of the committee 
was to bring the systems of 
accounting of the individual 
hospitals into more strict ac- 
cordance with the Uniform Sys- 
tem of Hospital Accounts. 
Hospitals were brought into 
groups whose work was similar. 


Internal management methods 
were analyzed and _ budgeted. 
Cost data were scrutinized and 
tabulated for publication. Sta- 
tistics on expenditures for sup- 
plies were supplemented by 
commodity budgets and it was 
made possible to compare serv- 
ice by service, ward by ward, 
both the dollar outlay and quan- 
tities of materials consumed. 

It was an integral part of the 
system to place the facts on in- 
come and expenditure in the 
hands of department heads and, 
for the first time, all members 
of the staff and probationers in 
training were encouraged to 
take an intelligent interest in 
the costs of services for which 
the staff was responsible, and 


‘received as an integral part of 


their training a practical insight 
into hospital economics. 

While it is not suggested any- 
where in the Hospital Economy 
Committee reports that the low- 
est expenditure is to be taken 
as a model of hospital efficiency, 
the system of uniform account- 
ing does enable a dollar-for- 
dollar estimate on the returns 
achieved in hospital buying, 
and it is interesting to observe 
that only in supervised hospitals 
was the relative proportion in 
classified expenditures main- 
tained throughout in face of 
rising costs. Good system every- 
where meant cheap manage- 
ment. 

It is not by chance that the 
costs per occupied bed and the 
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quantity. consumption per occu- 
pied bed, service by service, are 
lowest where the best account- 
ing methods prevail. 

The figures indicate that it is 
in the interest of economy and 
of general efficiency for any in- 
stitution of one hundred beds to 
employ a business manager. 


Work Expanded While Cost 
Is Reduced 


In all of the 118 hospitals 
within the Fund a great ex- 
pansion of work has taken place 
with a relative reduction in -cost. 
Meanwhile the very material 
increase of income which has 
been made in all hospitals is 
wholly an ordinary income for 
services rendered. 

Such other sources of revenue 
as legacies and other donations 
have fallen off during the period 
of intensive attention to hospital 
management. 


Payments made by patients 
in 1913 were $525,000 as com- 
pared with approximately $3,- 
240,000 during 1925. Over the 
same period, funds accruing 
from state aid, general and lo- 
cal, increased nearly one hun- 
dred twenty-five times. Pay- 
ments by patients represented 
21.4 per cent of total income 
during 1925. 

Of the total number, 77 hos- 
pitals showed deficits in 1920, 
and in 1925 only 49 hospitals 
failed to meet their expenditures 
out of their revenues. The pe- 
riod shows a total increase in 
expenditure of only 3.5 per cent, 
while the work increase amounts 
to 8 per cent in the in-patient 
and 10 per cent in the out- 
patient departments. 


Standards of Service in 
1925 Much Better 
Standards of service during 
1925 were in much better ac- 
cord with improved standards 
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of medical practice, and during 
1925 the ratio of beds occupied 
to beds available was 837 
which approaches the 8&6 per 
cent utilization which formerly 
was considered the normal use. 
The nutnber of beds available 
in the 118 hospitals within the 
Fund was 13,700. Average beds 
occupied were 11,460. New in- 
patients for the year numbered 
187,700; new out-patients, 1,611,- 
000. There were 7,026,000 out- 
patient attendances. 


Working costs in London 
hospitals charge 86.7 per cent to 
maintenance, distributed as fol- 
lows: 34 per cent to salaries and 
wages; 17.9 per cent to domes- 
tic charges (this includes laun- 
dry, cleaning, and such items as 
vary greatly according to hos- 
pital policy); 16.6 per cent to 
provisions; 9.8 per cent to surgi- 
cal and dispensary supplies; 7 
per cent to establishment, and 
1.4 per cent to miscellaneous 
items. The total general fund 
expenditure for 1925 was  ap- 
proximately $14,123,000. 


New York Hospital Situation 
Differs 

Utilizing for purposes of com- 
parison with this report the 1924 
study of the hospital situation in 
greater New York made for the 
New York Academy of Medi- 
cine by E. H. Lewinski-Corwin, 
it is interesting that the Ameri- 
can study is one of community 
relationships rather than one of 
internal hospital efficiency. 

There is in New York a 30 
per cent waste due to inadequate 
bed utilization. Food costs are 
allotted between 18.4 per cent of 
all expenditures in Bellevue and 
allied hospitals and 24.1 in pri- 
vate general hospitals. Depart- 
ment of Welfare hospitals in 
New York allot 23.1 per cent to 
food costs as against 16.6 per 
cent in London hospitals. 
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There are over 30 District Branches now es- 
tablished by the Victor X-Ray Corporation 
throughout U.S.and Canada. These branches 
maintain a complete stock of supplies, such as 
X-ray films, dark room supplies and chemicals, 
barium sulphate, cassettes, screens, Coolidge 
tubes, protective materials, etc., etc. Also 
Physical Therapy supplies. 

The next time you are in urgent need of supplies place 
your order with one of these Victor offices, conveniently 


near to you. You will appreciate the prompt service, the 
Victor guaranteed quality and fair prices. 


Also facilities for repairs by trained service men. Careful 
attention given to Coolidge tubes and Uviarc quartz 
burners received for repairs. 


VICTOR X-RAY CORPORATION 


Main Office and Factory: 2012 Jackson Blvd., Chicago 

















Victor Radiograph Illuminator 


A distinct improvement in negative 
observation apparatus 


All Metal and Glass 
Complete for 110-volt current, $21.90 





Quality Dependability Service uick - Delivery ” 
~~ Price Applies to All ~~ 
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It is to be remembered in this 
connection, however, that New 
York patients include all the 
higher economic classes. In 
London these individuals per- 
force go to nursing homes 
where exorbitant prices may be 
charged for service. 

It is one of the abuses of the 
London system that because of 
such costs many _ operations 
among persons well to do are 
undertaken at home because of 
high hospital costs and under 
conditions that would not be 
tolerated in any hospital. 


Also, certain hospitals in Lon- 
don require patients, unless too 
poor, to provide certain articles 
of food, such as tea, sugar, or 


butter. . 
Comparison 


Medical and surgical supplies, 
which in large general hospitals 
with medical schools in London 
show a surgery and dispensary 
expenditure as high as 40 per 
cent of that made for provisions 
and is in other hospitals as low 
as 14 per cent, cannot be safely 
compared with New York pro- 
portion of 9 per cent, for over- 
head charges may be included 
in one case and only surgical 
supplies in the other. 

Per capita per diem costs for 
private patients in New York 
range from $6.00 to $9.00 as 
against $2.43 for the highest rate 
for London’s poor. 

It is to be remembered that 
there is no effort in London to 
provide hospital service for 
every section of the community. 

While certain British physi- 
cians, notably Mr. A. G. E. 
Sanctuary, administrator of the 
Radcliffe Infirmary, Oxford, ad- 
vocate American principles in 
hospital provisions of compre- 
hensive service for all classes, 
Americans may well emulate 
the efficiency methods applied 
from within by 8ritish hos- 
pitals. 
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Uniform hospital accounting 
has not fared well in the United 
States. Economic conditions 
have nowhere made it essential 
for all hospitals to present q 
united front. 


Uniform Hospital Accountin 
Not as Successful in U. S, 
Five New York City hospitals 

follow in all details and twelve 
other hospitals follow with some 
modification a general plan of 
uniform hospital accounting, 
promulgated in that city fifteen 
years ago under which expendi- 
tures are presented similarly, 
and prorated charges are ar- 
ranged. 

The hospitals which receive 
subsidy from the State Board 
of Charities of New York re- 
port in accordance with a form 
prescribed by law. Private in- 
stitutions which benefit from 
the United Hospital Fund of 
New York have uniform tabu- 
lations. 

Pennsylvania now _ requires 
uniform accounting with central 
audit of all state-aided institu- 
tions, public and private. 


Americans’ Defect 
A serious defect in nearly all 
American tabulations is the fal- 
lacy of comparing per bed per 
diem costs in all 100 bed hos- 
pitals, 500 bed hospitals, or 1,000 
bed hospitals. 


The King Edward’s Fund 
classification is: (1) twelve 
larger general hospitals with 


medical schools; (2) fourteen 
larger general hospitals with- 
out medical schools; (3) thir- 
teen smaller general hospitals; 
(4) ten cottage hospitals; (5) 
six hospitals for women; (6) 
eight hospitals for children 
(long period); (7) five hospi- 
tals for children (long period); 
(8) nine lying-in hospitals; (9) 
five ophthalmic hospitals; (10) 
(Continued on page 810) 
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Electrolysis 
Oe 


Electrolysis: 

“A chemical ac- 
tion in living tissue 
caused by application 
of the Direct or Gal- 
vanic Current and de- 
veloping local recon- 
structive action at the 
point desired.” 


The “MORSE” Wave 
Generator delivers the 
proper current for this 
purpose, perfectly con- 
trolled without recourse 
to resistance of any de- 
scription. Physicians 
are finding it unsur- 
passed for relieving Cer- 
vical Stenosis, Erosions of the Cervix, Urethral and Rectal 
Strictures, Uterine Fibroids and other similar conditions. 





This is only one of many ways in which the 
“Morse” Wave Generator is making itself of 
daily value to Medical and Surgical practitioners. 


SS 


Mail the Coupon for Complete Particulars 


GENERAL X-RAY COMPANY 
831-L Park Square Bldg. 


BOSTON $$ MASSACHUSETTS 








GENERAL X-RAY CO., 831-L Park Sq. Bldg., BOSTON, MASS. 


We want to know all about the Morse Wave Generator. Send Bulle- 
tin A-25, 


Name 





Address 
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Color in the Hospital 
By John P. St. George* 


The 
greater degree than any other 
public institution, is a subject of 


modern hospital, to a 


deep interest to the research 


colorist. 

Within the past decade, hos- 
pital superintendents have 
voiced a demand for concerted 
effort in the establishment of 
practical standards for interior 
color treatment of their various 
wards, treatment rooms and 
other units. The use of glar- 
ing, barren “hospital white” has 
been practically abandoned; en- 
deavors have been made to give 
the interior a more home-like 
touch. 

The “institutional” mode of 
treatment, formerly introduced 
for reasons no longer clearly 
defined, has given place to a 
more pleasing and more effi- 
cient system. 

Much of the progress made 
has been due to the willing co- 
operation of hospital executives 
with the organizations devoted 
to the solution of this impor- 
tant problem, A few of the sal- 
ient points, noted in studying 
numerous interiors, are briefly 
outlined in the following para- 
graphs. 


Buff, a Pleasant Color for 
Certain Rooms 
Buff, as a sidewall color, pre- 
sents certain characteristics 
which make it readily adapted 
for use in several of the hospital 
rooms. 


The reception room, executive 
offices, and corridors, in the ma- 
jority of institutions, appear to 
best advantage if the sidewalls 


*Colorist, National Lead Company 
New York. 


are treated with a warm, me- 
dium buff, possessing a light re- 
flecting ability which is suited 
to the proper distribution of 
both the natural and artificial jl- 
lumination. No difficulty should 
be experienced by the hospital 
painting staff in producing this 
color. 

The surface should first be 
suitably primed. Pure white- 
lead, to which French ochre, ve- 
netian red, and lampblack have 
been added, forms the most 
suitable base for the subsequent 
coats. From two to three gal- 
lons of good flatting oil may be 


employed, per 100 pounds of 
white lead, for thinning the 
mixture. 


Of course, the selection of a 
buff most suitable for the inte- 
rior to be treated involves sev- 
eral factors, which should be 
carefully considered. 

In addition to the light reflec- 
tion factor mentioned above, the 
architectural details and the pur- 
pose for which the room is in- 
tended, are important points in- 
sofar as the color choice is 
concerned. 

In the entrance and reception 
halls of some institutions, for 
example, a considerable amount 
of wood trim is employed. This 
trim, including pilasters, col- 
umns, door frames, ornate cor- 
nices, and other details, is usu- 
ally treated to best advantage in 
ivory or light cream tints. 

As a result, a large percentage 
of the entire area possesses ex- 
cellent ability to reflect the 
available light. 

The use of a fairly deep buff 


Research Laboratories, 111 Broadway, 
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New Reduced Prices 
on Hospital Pads ¢ 


but no reduction in the generous size or in 
the Johnson & Johnson quality. 


These all-cotton pads are 4” x 9” with a 5” 
gauze tab on each end. The generous length 
insures comfort to bed patients, especially as 
the cotton layers are flat and smooth. No 
lumps, no ridges—and maximum absorbency. 


Samples and Prices on Request 


New Brunswick, 
NM. j.. U. &. A. 

















The Routine Hospital Remedy 
for Epilepsy 























LU MINAL 


Among leading institutions using it 
are: 





As a General - 
° Craig Colony for Epileptics 
Sedative Indiana Village for Epileptics 
Ohio Hospital for Epileptics 


Luminal is also Arkansas State Hospital for Nervous Diseases 


extensively used 5 R. I. State Hospital for Mental Diseases 
various other condi- Manhattan State Hospital 

tions in smal] doses N. J. State Village for Epileptics 

of % to % er. Iowa State Hospital and Colony for Epileptics 





N. C. State Colony for Epileptics 


None Genuine Without Winthrop Label 








Literature on Request 


Winthrop Chemical Co., Inc. 
117 Hudson Street . New York, N. Y. 
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is essential in an interior of this 
type. Lighter buff would be pre- 
ferred, on the other hand, in the 
smaller rooms, such as the of- 
fices, where only a limited per- 
centage of the surface is oc- 
cupied by the light colored trim. 
Corridors and small hallways 
present a third phase of the 
problem. Here, we find it neces- 
sary to employ a fairly light 
buff on the upper sidewall, in 
order to establish a surface of 
high light reflection power, and 
to introduce a deeper buff, or a 
tan, as a dado treatment. The 
latter is necessary in the major- 
ity of instances to minimize the 
effects of mechanical injury to 
which hall and corridor walls 
are invariably subjected. 


Gray Most Suitable for 
Operating Rooms 


Gray, because of its neutral- 
ity, and its apparent tendency 
to produce an atmosphere of 
restfulness and quiet, is particu- 
larly suited for the various 
rooms of the operating group. 

A gray, for example, which re- 
flects from 40 to 50 per cent of 
the incident light, has been em- 
ployed in numerous institutions, 
to the expressed satisfaction of 
the surgeons and their attend- 
ants. The importance of select- 
ing a suitable sidewall treatment 
for use in this group of rooms, 
cannot be overestimated; it is 
essential that interior reflection 
be carefully controlled. 

The operating room, in par- 
ticular, is of such a character 
that wall surfaces, on a neutral 
order, and possessing an effec- 
fective capacity for light absorp- 
tion, prove most efficient. Ar- 
tificial illumination is employed 
by the surgeon, for the major- 
ity of his cases, and this is usu- 
ally direct, rather than dis- 
tributed. 
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A comparatively large amount 
of the light which does reach the 
sidewall of the operating room, 
therefore, should be absorbed, in 
order that no stray light may be 
reflected to detract from the 
general efficiency. 


It is sometimes found advis- 
able to add a small amount of 
some hue to the gray in*order 
to meet unusual conditions, 
characteristic of a particular 
room, or to employ a darker 
gray dado color in order to ab- 
sorb a larger percentage of the 
light which reaches the lower 
wall. 


Violet-Red Replacing Black in 
X-Ray Rooms 


Other colors are introduced, 
in various rooms, with a view to 
meeting some unusual condi- 
tions. 


For example, the fluoroscopic 
room of the X-ray group, in the 
early days of its existence, was 
treated with black. The tend- 
ency of this color to produce 
an atmosphere of gloom and de- 
pression naturally gave rise to 
objections on the part of the 
X-ray staff. Despite this fact, 
since it was considered essen- 
tial that the walls of the room 
possess a low light reflection 
factor, the black treatment was 
émployed almost universally. 


During recent years, a sub- 
dued violet-red has been em- 
ployed to a considerable extent, 
and has proven preferable, in 
every respect, to the black. 


The light reflection factor of 
this color is slightly higher 
than that of black; therefore, it 
possesses an appreciable capac- 
ity for light distribution. The 
reflected light is so modified, 
however, that the ultimate re- 
sult is satisfactory to both pa- 
tient and operator—a decided 
step toward greater efficiency. 
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Would you pay 
75c per bed 
per year 
for 
[nsured \isintection 


? 


Then mail the 


COU [pon NOW 





There is only one “Lysol” Disinfectant. Made by Lysol, Incorporated, Bloomfield, 
N. J., a division of Lehn & Fink Products Company. Canadian Business: Lysol (Canada) 
Limited, Toronto 


LEHN & FINK, INC., Sole Distributors, Dept. 206, Bloomfield, N. J. 
Send us your NEW offer for supplying “Lysol” Disinfectant. 


Name of 
BEG WAAD 26 caid oot te ea th eS ch hs i ea 2 Noior bedsi os. 
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Special rooms, in many of our 
largest institutions, have been 
given color treatments which 
would have been considered ab- 
surd by earlier authorities. 

Practical tests, however, have 
demonstrated their efficacy. 
Increased attention is being 
given to the application of color 
for definite purposes to assist in 
the control of illumination; to 
promote an atmosphere of 
warmth and comfort, for the 
benefit of the staff, and also the 
patients; in short, to increase 
the competency of the institu- 
tion by assisting in the produc- 
tion of an environment pleasing 
to its occupants. 

Surgical and medical progress 
is due in a large measure to the 
constant struggle for increased 
capability—greater efficiency. 

No detail is too small to de- 
serve attention; no possibility 
too remote for consideration. 

The hospital building is 
planned in such a manner as to 
expedite the work of every 
member of the staff, and to in- 
sure the comfort and welfare of 
the patients. No discordant 
note should be permitted in this 
general plan; the color treat- 
ment should be considered from 
the accepted _  standpoint— 
efficiency. 





UNITED STATES CIVIL 
SERVICE EXAMINATION 

The United States Civil Serv- 
ice Commission announces the 
following open competitive 
examination: 

Physiotherapy Aide. 

Physiotherapy Pupil Aide. 

Physiotherapy Assistant. 

Applications for the positions 
listed above must be on file at 
Washington, D. C., not later 
than November 27. 

The examinations are to fill 
vacancies in the field service of 
the Public Health Service and 





Hospital Topics & Buyer 


the Veterans’ Bureau, a vacancy 
in St. Elizabeths Hospital 
Washington, D. C., and vacan. 
cies in positions requiring simj- 
lar qualifications. The entrance 
salaries range from $720 a year 
with quarters, subsistence, and 
laundry, for the lower grade po- 
sitions, to $2,040 a year without 
allowances, for the higher grade 
positions. 

The duties of physiotherapy 
aides will consist of administer- 
ing physiotherapy in its several 
branches; keeping daily record 
of the work and progress of 
each patient coming under direc- 
tion and treatment; and making 
reports of the activities of the 
reconstruction work in physio- 
therapy. 

The duties of physiotherapy 
pupil aides will be the same as 
those for physiotherapy aides, 
except that they are pupils 
under the supervision of the 
chief aid. 

The duties of physiotherapy 
assistants will consist of admin- 
istering to special cases, the 
treatments of physiotherapy; 
keeping a daily report of the 
work in progress on each pa- 
tient under the appointee’s di- 
rection and _ treatment; and 
making reports of the activities 
of the reconstruction work in 
physiotherapy. 

Full information and applica- 
tion blanks may be obtained 
from the United States Civil 
Service Commission, Washing- 
ton, D. C., or the secretary of 
the board of U. S. civil-service 
examiners at the post office or 
customhouse in any city. 


A NEW CONVALESCENT 
HOSPITAL 
Initial steps toward the estab- 
lishment in Chicago of a hos- 
pital for convalescents exclu- 
sively was taken recently at a 
meeting of health and welfare 
(Continued on page 796) 
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AComplete Metabolism Outfit | 
For Hospital Use Should Consist of 


A Benedict-Roth Record- 
ing, Metabolism Outfit, 
latest improved type. 


table on wheels, ready to 
move to the bedside. 


a 


Cylinder of Oxyzen and 


Barometer conveniently 





located. 
66% 


| 

| 

a) 

White enameled steel 

Book on Metabolism— 

‘‘Basal Metabolism in 

Health and Disease” by 

Eugene F. Du Bois, M. D. 

—should be in every | 

library. 

oe 

The “BENEDICT-ROTH” 

is the choice of the most 

prominent investipators 

d and institutions. More 
| 





Special Price $250.00 Complete es than 600 in use with over 
eee yy egal 80 in Boston alone. 


Write for Literature 
and Authoritative Reprints 


Warren E. Collins - 


Specialist in Metabolism Apparatus 
584 Huntington Ave. Boston, Mass. 


“Formerly Associated 





with the Carnegie Nutrition Laboratory 1908-1920” 
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Editorials are funny things to 
write, especially editorials for 
a business magazine—and this 
is supposed to be essentially a 
magazine of business. 

Now, the usual thing for an 
editor of a business magazine 
is to write very businesslike 
editorials—things about trends 
and markets—but these are un- 
romantic subjects, and I (must 
I confess it?) am something of 
a romancer. And so is every- 
one else, and it’s a problem, ev- 
ery month, to write an editorial 
which will have in it a little of 
romance, a spice of philosophy, 
a trace of business—and a 
something worth reading. 

Very businesslike people 
sometimes say, “Blah!” to me, 
and are irreverent enough to 
say, “Hot air!” But other 
times, other people say nicer 
things. Sometimes we are even 
fortunate enough to have some 
good soul in some good hos- 
pital get some good from one of 
our little editorials. 

And, just because it is very 
interesting and comes from so 
far away, we are going to tell 
you of the good friend who is 
workiug in China. In his letter 


he says: 
“Your editorial for August 
contains the following which 


points the accusing finger 
China-ward: ‘Our fraternities 
and our orders could cease, and 
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our civilization would still go 
on, but civilization without the 
hospital would be impossible.’ 

“For the past seven months, 
here in South China, the Chi- 
nese people have been trying to 
maintain their civilization with- 
out some of their hospitals.” 

Then he tells us of their 
troubles, and hark ye, good 
people in these peaceful United’ 
States, who think you have 
troubles in running your hos- 
pitals, and realize what little 
mites of trouble yours are, 
compared with those of the 
hospital pioneers in the Orient! 

It seems that certain radical 
elements are now so strongly 
entrenched in the government 
in China that it was impossible 
to prevent the closing of such 
necessary institutions as_ hos- 
pitals, in the great labor up- 
heaval, 

When our _ correspondent 
reached his hospital last spring, 
the entire in-patient personnel 
was being hurriedly removed, 
with a death threat making it 
necessary for all workmen to 
leave the institution. 

A little later the Chinese doc- 
tors and nurses had to face the 
problem of leaving the hospital 
or being killed, and then the 
entire burden fell on_ the 
shoulders of the few white 
members of the staff. 

They tried to bring in food 
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Fast Radiography 


with the new Keleket 8-inch 120,000 
Peak Volt X-ray Apparatus 


You have relied on the Keleket policy—never to introduce a major in- 
strument or accessory until it has proven in the clinic and laboratory a 
definite contribution to Roentgenology. 

Now you will appreciate the new Keleket 8-inch, 120,000 Peak Volt X-ray 
Apparatus. Its current capacity is 200 milliamperes. Designed for Fast 
Radiography and Skin Therapy, it has every device for the proper ener- 
gization of a tube so that any of the technics employed in Radiography, 
Fluoroscopy and Skin Therapy may be used. 

It is made with either remote control or the cabinet model. The remote 
control consists of control unit, rectifying unit and Coolidge transformer. 
The cabinet model has the transformer, controlling and rectifying units 
in one mahogany cabinet, making a complete X-ray generator in one unit. 
The transformer is of the shell type, with a 5 K. V. A. continuous duty 
A. I, E. E. rating. 

With the motor secured to an iron base, the double disc rectifier runs 
quietly and without vibration. Wood and other inflammable materials 
have been omitted. 

An outstanding achievement of the new 120,000 Peak Volt X-ray Appara- 
tus is the switchboard. Controlling and indicating devices are within 
easy reach, and operator is thoroughly protected against shock. Every 
important part is approved by the Underwriters’ Association. 

The detailed description in the special bulletin tells of many features 
that are real advantages. Write for Bulletin No. 8 today. 


THE KELLEY-KOETT MFG. CO., Inc. 


Covington, Kentucky, U.S. A. “The X-ray City’’ 
Branch Office: 7308 Crandon Ave., Chicago, III. 


Keleket 


X-RAY EQUIPMENT 


“Doctors: Our Philadelphia office, No. 2012 Sansom Street, is at your service 
when you visit the Sesqui-Centennial. Use it for the forwarding of mail, etc.” 
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for the poor suffering patients, 
but the Chinese pickets. pre- 
vented this. Finally the patients 
were removed from the hos- 
pital. 

Many of these people had 
traveled hundreds of miles to 
this hospital to get that care 
and scientific attention which a 
missionary hospital brings into 
this land of queer superstitions. 

Now, much has been said for 
and against the Christian mis- 
sionary in the foreign field, and 
we have no brief for any relig- 
ious propaganda, nor will we 
say a word for a foreign gov- 
ernment which establishes a 
military zone on Chinese soil. 
We hate politics, and we do not 
like politicians. 

But old Doctor Peter Parker 
had the right idea, when in 
1835 he founded the Canton 
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Rev. Peter Parker, M. D., M. R. A. S. 
“The Father of Medical Missions’ 
Hospital—a_ hospital, by the 
way, at which Doctor Sun Yat 
Sen received some of his medi- 

cal education. 

Doctor Parker and his co- 
workers felt that the best our 
civilization could bring to the 
foreign field was hospital serv- 
ice—scientific care of the sick 
and ailing. That is a worthy 
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way of obeying the Master's 
precepts. 

The poor people appreciate 
this service—the laboring clasg 
that very class for which the 
Bolshevik element in govern. 
ments loudly declares its love 
and solicitude, and then, at the 
point of the bayonet, prevents 
their getting that most neces- 
sary thing, hospital service, and 
they close hospitals and scat- 
ter the nursing staff and the 
medical staff, and dismiss the 
classes, and leave thousands of 
needy sick and wounded to 
nurse their sores on the high- 
ways and in the hovels, while 
the opportunists swagger and 
swashbuckle their little swath 
on the stage of life. 

3ut civilization will go on, 
and civilization without the 
hospital is impossible—so the 
hospital will live and will go 
on, even in China. 

It’s strange how  old-fash- 
ioned remedies come back—cod 
liver oil, for instance. 

When we were kids, we used 
to hate it—and swallow it—and 
it was good for us. Then, it 
fell into disuse, but recently it 
has come back stronger than 
ever, for the scientists have 
found that it is rich in the fat 
soluble vitamin and those mys- 
terious food elements, the li- 


poids. The pediatricians report 
it does wonders for rickety 
children. 


The fisheries, both in Norway 
and on our own Atlantic coast, 
have greatly improved their 
methods for harvesting the cod 
livers and extracting the oil. 

Doctor Herzog, of the Metz 
Laboratories, was in to see us 
a few days ago and tell us of 
the latest development of cod 
liver oil, That is a cod liver 
oil tablet perfected in the Metz 
Laboratories, and which the 
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Malnutrition, Marasmus, 
Infantile Atrophy, Athrepsia 


In an endeavor to improve conditions that may be 
properly grouped under the above-mentioned terms, the 
first thought of the attending physician is an immediate 
gain in weight, and the second thought is to so arrange 
the diet that this initial gain will be sustained and pro- 
gressive gain be established. Every few ounces gained 
means progress not only in the upward swing of the 
weight curve, but in digestive capacity in thus clearing 
the way for an increasing intake of food material. As a 
starting point to carry out this entirely rational idea, 
the following formula is suggested: 





















Mellin’s Food 8 level tablespoonfuls 
Skimmed Milk 9 fluidounces 
Water 15 ounces 






This mixture furnishes over 56 grams of — 
drates in a form readily assimilated and thus quickly 


available for creating and sustaining heat and energy. 
The mixture supplies over 15 grams of proteins for 
depleted tissues and new growth, together with over 4 
grams of inorganic elements which are necessary in all 
metabolic processes. These food elements are to be 
increased in quantity and in amount of intake as rapidly 
as continued improvement is shown and ability to take 
additional nourishment is indicated. Suggestions for 
this readjustment are set forth in a clear manner in a 
pamphlet devoted exclusively to the subject, which will 
be sent to physicians upon their request. 
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Continued repetition of highly successful and often- 
times remarkable results from the application of this 
procedure justifies its universal recognition. 
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Council on Pharmacy and 
Chemistry of the A. M. A. have 
accepted. 

These tablets are stated to 
contain all the valuable con- 
stituents of the oil, and natural- 
ly, as they are in tablet form, 
the oil objection is largely re- 
moved, and since cod liver oil 
is so frequently used for chil- 
dren, cod liver oil tablets 
should prove valuable. Did 
your mother ever give you a 
nickel for swallowing a table- 
spoonful of cod liver oil? 


o, 
—to— 


If you are fond of reading 
and have a little time to give 
to books bearing on the develop- 
ment of medicine, you will be 
interested in one which has just 
been issued by the Dermatologi- 
cal Research Laboratories of 
Philadelphia. 

This book tells about “The 
Laboratory in the Service or 
Medicine,” and has many in- 
teresting things to say about 
the contributions of the labora- 
tory to medical science. 

Doctor Raiziss, the head of 
the Dermatological Research 
Laboratories, tells us that he 
would be glad to send a copy, 
without charge, to any hospital 
superintendent who would like 
ro read it. 





SUPREME COURT UP- 
HOLDS AMERICAN 
DRUGS 
A decision of the highest im- 
portance to every physician, 
pharmacist, drug manufacturer 
and, in fact, every user of drugs 
in the United States was ren- 
dered by the Supreme Court of 
the United States on October 
11, 1926, when this highest tri- 
bunal of the Nation declared that 
the Chemical Foundation has 
been acting legally and properly 
in the purchase of the foreign 
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drug and chemical patents, dur- 
ing the war, and licensing 
American manufacturers to pro- 
duce these essential substances 
in this country. 

The sale of the German pat- 
ents to the Chemical Founda- 
tion took place during Presgj- 
dent Wilson’s administration and 
had, without doubt, a distinct 
influence upon the outcome of 
the War, because this transfer 
permitted American concerns to 
begin at once the production of 
various drugs and_ chemicals 
which had, heretofore, been 
made only in Germany, and 
whose importation ceased with 
our entry into the war. 

President Harding, apparent- 
ly laboring under some misap- 
prehension as to the purposes 
and functions of the Chemical 
Foundation, directed that suit 
be brought by the government 
to set aside the sale of these 
patents to the Foundation. 

The case was first tried in 
the Federal District Court of 
Wilmington, Del., and resulted, 
after weeks of evidence taking, 
in a finding against the govern- 
ment on all points. 

The case was appealed to the 
Circuit Court, which upheld the 
decision of the District Court in 
every particular. 

A final appeal carried the 
question to the Supreme Court 
of the United States, where evi- 
dence was heard more than a 
year ago. The long delay in 
rendering a decision has af- 
forded time for mature consid- 
eration. The Court has decided 
unanimously that the sale to 
the Chemical Foundation was 
valid and legal and that the 
Foundation has made no im- 
proper use of the powers which 
it thus acquired. 

This decision is a momentous 
one for everyone who has any- 
thing to do with drugs and 

(Continued on page 786) 
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50,000 Sq. Ft. of Floor Space—6 Floors Surgical Stocks 
Instruments— Supplies for Hospitals and Physicians 
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Georgia Baptist Hospital Under Construction 


Georgia Baptist Hospital 
Atlanta 


By J. H. Reed 


When the first unit of the 
new Georgia Baptist Hospital 
in Atlanta was formally turned 
over to the hospital authorities 
recently, one of the finest insti- 
tutions of its kind in the South 
began operating for the benefit 
of humanity. 


The hospital is unusual in 
some respects, but is a most 
attractive and serviceable build- 
ing. 

It is not large in itself, being 
only 145 feet long by a little 
less than 40 feet wide, but it is 
thoroughly modern in every 
respect and will form the cen- 
tral wing of what will even- 
tually be an “E” shaped build- 
ing constructed at a cost of 
$1,250,000. 





The first thing one notices 
about the building is that it is 
of re-inforced concrete through- 
out. Walls, floors, staircases 
and all other major construc- 
tions throughout the building 
are entirely of concrete, thus 
making the building strong, 
sanitary and absolutely _fire- 
proof, 


A Model Building 


A second feature of the build- 
ing is the entire absence of a 
basement. Heat is provided by 
a specially constructed heating 
and power plant half a block 
away from the building. And 
there are many other features 
which make the new hospital a 
model building. 
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Tycos Office-Type 
Sphygmomanometer 


Ty Cos SPhygmomanometers used during opera- 
y tions give the surgeon exact knowledge 
of the patient’s condition, warning him of any de- 
pletion in vitality some seconds before the patient 
shows physical registry of the depletion. 


The Tycos Office-tvpe Sphygmomanometer sets on 
detachable easel. The large dial has easy long dis- 
tance reading figures and scale. As the office-type 
is not so convenient to carry about, the Tycos pocket- 
type Sphygmomanometer should be ordered for 
portable use. 

Tycos Urinalysis Glassware and Tycos Fever Ther- 
mometers are other quality products invaluable to 
the practitioner. 

Write for Bulletin 4 on Urinalysis, or Blood Pres- 
sure Manual. 


Taylor /nstrument Companies 


ROCHESTER, N. Y., U. S. A. 


Canadian Plant Manufacturing Distributors 
Tycos Building in Great Britain 
Toronto Short & Mason, Ltd., London 
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The entrance to the building 
is at the eastern front where 
one goes through an imposing 
doorway into a small but hand- 
some reception room. Here the 
floor is of quiet tile and the 
walls are rough finished in grey 
to resemble an exclusive apart- 
ment house rather than a 
modern hospital building. 

There is nothing of the usual 
white “glariness” of a hospital 
about the New Georgia Baptist 
hospital at all. The halls are 
finished in olive green and 
cream, and the private rooms 
and wards in buff. 

Even the operating rooms, 
where a2 maximum of light is 
necessary, have grey tile on the 
floor and grey and olive green 
tile wainscoting on the walls to 
a height of eight feet. 


Enter the Lobby 

However, that is getting 
ahead of the story. To the 
right, as one enters the lobby, 
or general reception room, is the 
general office of the hospital. 
To the left is the office of the 
hospital superintendent, while 
straight ahead one goes through 
a beautiful arched doorway into 
the main corridor of the build- 
ing, 

Across the corridor, is the 
elevator—the hospital is five 
stories in height—and to one 
side of the elevator shaft is an 
auxiliary flight of stairs. Both 
the elevator shaft and the stair- 
way shaft are specially con- 
structed to be _ fire-proof, 
although the concrete and steel 
construction of the building 
would make a fire almost 
impossible. 

Going down the corridor to 
the right, one comes to the 
general office of the institution, 
the record room, the doctors’ 
locker room and the office of the 
superintendent of nurses, all 
quietly and handsomely fur- 
nished. 
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Coming back down the right 
corridor, one finds a great main 
diet kitchen, equipped with 
every modern convenience for 
the preparation of food for 
patients in the hospital. Down 
the corridor to the left one finds 
an emergency room, the drug 
room, the nurses’ locker room, 
a utility room, a toilet and sey- 
eral ward and bed rooms. 


Trying to Eliminate Large 
Wards 


There are a dozen ward 
rooms and more than forty pri- 
vate bed rooms in the hospital, 
the idea being to do away with 
large wards and give every 
patient an individual room and 
individual attention so far as 
possible. The highest number 
of patients accommodated by 
any one ward is four, and there 
are only three four-bed. wards 
in the building. 

On the first floor, for exam- 
ple, there are two _ two-bed 
wards, one private room with- 
out a bath, and two private 
rooms with a connecting bath. 
This general idea is carried out 
throughout the building, with 
the result that although there 
are five floors, the institution 
has only about eighty beds in 
all. 


Three Middle Floors Con- 
tain Patients’ Rooms 

Going up the elevator to the 
second story, one comes first 
to a long corridor, similar to 
the one on the first or main 
floor. 

Here, in front, one finds a 
four-bed ward, flanked on the 
right by a row of five private 


_rooms and on the left by a 


series of four private rooms. At 
each end of the floor is a ward 
containing three beds, while 
near the elevator are a utility 
room, a supply room, a vehicle 
room and a toilet. 
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THE BEST ETHER 
THAT CAN BE MADE 
FOR SURGICAL USE 


ther Squibb 


oe) PHER is today the safest, most convenient and 
most economical anesthetic for surgical work. 
Furthermore, any patient whose condition does 

memes) not contraindicate the operation can take ether, 
provided it be pure and be administered. properly. 





Squibb’s Ether is today, as it always has been, the 
standard anesthetic ether of the world. It is made 
only in the Squibb Laboratories, and by the special 
process devised by Dr. Edward R. Squibb. This Squibb 
process is a continuous operation that yields an ether 
which is uniform in purity, strength and efficacy, and 
one upon which the surgeon and the anesthetist can 
rely. 


Squibb’s Ether is made from materials of the highest 
purity. Furthermore, the manufacture of Squibb’s 
Ether is in the hands of skilled men, who have been 
engaged in this particular work for many years, who 
are keenly awake to its vital importance, and who are 
perfectly familiar with every phase of it. The opera- 
tion is constantly watched, day and night, and a sample 
of the product is carefully tested at each of the various 
stages; and the finished ether is put through the most 
scrutinizing tests in the Control Laboratory before 
it is sent to stock to make sure that it is fully up to 
the Squibb standard. 


Squibb’s Ether will not deteriorate before the tin is 
opened. Even after it is opened, its contents will 
remain good for some time if the tin is kept tightly 
corked. 


E-R: SQUIBB & SONS, NEW YORK 


MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE (858, 
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The third and fourth floors 
are arranged in similar fashion, 
with the addition of a linen 
room, a serving room and a con- 
sultation room on the third 
floor, and an infant ward and 
waiting room on the fourth. 

Operating Room Hospital’s 

Pride 

The fifth floor, however, is 
the pride of the Georgia Bap- 
tist Hospital. Here one finds 
the last word in operating 
rooms, laboratories, and facili- 
ties. 

Leaving the elevator on the 
fifth floor one comes first to the 


surgeon’s room. Following this 
comes the instrument room, 
Beyond this lies the sterilizing 
room. Then come the two 
major operating rooms. 

These rooms, on the top floor 
and in the north end of the 
building, get the famous “north 
light” so much demanded by 
surgeons, and plenty of it. The 
entire north end of the two 
operating rooms is glassed in, 
while a big sky-light above 
guarantees all the light that it 
is possible to secure. 

And yet, the two rooms are 
not too light. The floors are 


(Continued on page 814) 
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Eastern Hospital Notes 
By Philip Skrainka, M. D. 


















Notes, News and Gossip of Hospital Activities 
in the Eastern Territory 


A New Method by Which to 
Build Hospitals 


All sorts of people have con- 
tributed to hospitals in the past— 
the rich and those less rich, the 
man with a shady past in the com- 
mercial world who wants to make 
good, and the man or woman 
whom Freud would describe as 
having the hospital complex be- 
cause they have overlooked their 
second and third cousins and have 
left the major part of their for- 
tunes to hospitals. 

But, there are other contributors 
who, because of their extreme in- 
nocence and extreme disinterested- 
ness, should really head the list. 

Reference is here made to the 
babies born at the Knickerbocker 
Hospital in the City of New York 
who are members of the Knicker- 





tocker Babies Club, not for social 
reasons or for intellectual pur- 
suits but to help the good cause 
of the hospital. 

All babies born in the Private 
Pavilion, which was erected in 
1923, are eligible for membership 
provided each one contributes $10. 

A special tablet is going to be 
erected in the foyer of the new 
building with the “distinguished” 
names of the donors inscribed 
thereon. 

There will be no dues; hence if, 
after a baby grows up, it should 
object to being a member of the 
club, the parents are in a posi- 
tion to “answer back” by stating 
the advantages of belonging to a 
club which does not exact annual 
dues or levy a tax for a larger 
building. 
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HR ORGANOTHERAPY @ 


can be effective only through the use of dependable 
endocrine products. A proper manufacturing 
process is absolutely indispensable. 


“The subsequent preparation of the sub- 
stances (method of desiccation, temperature, 
pressure, combinations, defatting and de- 
albuminizing processes, method of con- 
servation, etc.) is of decisive importance, 
both as regards quantity and very often 
quality in the effects produced. Under 
these circumstances, we are able to explain 
many of the contradictory findings in re- 
gard to the action of hormone extracts.” 
(Biedl INNERE SEKRETION, Vol I, 
1st Part, 1922.) 


EPINEPHRINE, U.S.P. 
EPINEPHRINE CHLORIDE SOL. 
DESICCATED PITUITARY BODY, U.S.P. 
DRIED SUPRARENALS 
DRIED THYROIDS, U.S.P. 
SOLUTION OF POST-PITUITARY 


— 


Insure potency and constancy of action 
by prescribing the products of 


G. W. CARNRICK CO. 


Manufacturers of 
ORGANOTHERAPEUTIC PRODUCTS 


417-421 Canal Street - - New York, N. Y. 








CORPUS LUTEUM ~ PANCREATIN, U.S.P. 
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Vincent Richards, well known 
as the crack tennis player, has ac- 
cepted the position of honorary 
God-Parent, but despite his ex- 
alted position his duties will not 
be onerous. 

Up to date 451 babies have been 
born in the Private Pavilion and 
it is gratifying to record that 100 
have already joined the club. No 
doubt the other 351 will join be- 
fore long when they realize that 
it will be to their dishonor if they 
don’t. 

Surely this is a new chapter in 
the high art of gathering in money 
with which to build hospitals. 





Work of the Sloane Hospital 

The Sloane Hospital for 
Women will be an important 
unit of the Medical Center now 
under construction at 168th 
Street and Broadway, Manhat- 
tan. It will be housed in the 
same building as the Col- 
lege of Physicians and Surgeons 
of Columbia University and the 
Presbyterian Hospital. 

Sloane Hospital was built in 
1887 through the generosity of 
the late William Douglas Sloane 
and Mrs. Sloane, to provide the 
obstetric department of the 
College of Physicians and Sur- 
geons with an opportunity for 


study and research in that 
field. 

The Sloane Maternity Hos- 
pital, as the institution was 


first known, was opened with 
the stipulation that it was to 
be under the immediate direc- 
tion of the professor of obstet- 
rics of the college and was to 
furnish free obstetrical service 
and an opportunity for practical 
instruction. 


Since Sloane Hospital opened 
its doors in 1888 more than 


52,000 babies have come into 

the world within its walls. 
One of the chief functions of 

the hospital has been the train- 
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ing of specialists in obstetrics 
and gynecology. These men 
are now scattered throughout 
the country and their work has 
resulted in many institutions 
outside New York adopting 
Sloane Hospital methods. 

Exceptional results in infant 
feeding have been obtained 
through the program of pre- 
natal and post-natal care. The 
general average of babies fed 
on mothers’ milk is between 50 
and 60 per cent, but among the 
Sloane patients the ratio has 
been increased to 88 per cent. 
The handicap that the hospital 
has labored under through lack 
of a babies’ clinic is expected 
to be remedied through coop- 
eration in the Medical Center 
and unification of mother and 
child. 

Better social service will also 
be possible through association 
with the Medical Center. 





A New Nurses’ Home at 
Mt. Sinai Hospital 


Mount Sinai Hospital, at 
Fifth Avenue and 100th Street, 
Manhattan, one of the largest 
general hospitals in the city, 
will make a noteworthy addi- 
tion to the present plant when 
the new $2,000,000 nurses’ home 
is completed early next year. 

This will raise the valuation 
of the hospital grounds, build- 
ings and equipment to more 
than $11,000,000, a sum consid- 
erably in excess of the valua- 
tion of any other hospital in the 
city with the exception of the 
$20,000,000 Columbia - Presby- 
terian Medical Center. 

The new nurses’ home, hous- 
ing 490 nurses and providing 
space for instruction, will be 
the largest structure of its kind 
in the world and_ will be 
equipped with the most modern 
facilities, including a gymna- 
sium, roof garden and _indi- 
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Why the Highest Authorities © 
Prefer Knox Sparkling 
Gelatine 


Domestic Science authorities use Knox Sparkling Gelatine 
in the creation of recipes because of its dependability. 


————= 


Hotel chefs of international reputation use Knox Sparkling 
Gelatine because the result is worthy of their skill. 


Homes of thrift use Knox Sparkling Gelatine because it 
goes four times as far as ready-flavored and sweetened gela- 
tine, and is, therefore, most economical. 


Leading physicians and dietitians are prescribing Knox 
Sparkling Gelatine in the dietary because of its purity, high 
protein value and protective colloidal ability in promoting 
digestion. 

WHY KNOX SPARKLING GELATINE IS BEST IN EVERY WAY 
FOR HOSPITAL USE: Produced under constant bacteriological con- 
trol. Purity assured. Always light and delicate. Free from artificial color- 
ing, flavoring and sweetening. Combines perfectly with all other foods. 
Enables the Hospital Kitchen to use, attractively, surplus fruit juices, 
vegetables and meats that are usually wasted. 

Each 5-pound package of Knox Sparkling Gelatine makes 120 quarts of 
jelly, or 1440 generous servings. A comparison of these advantages with 
any other brand proves that Knox Gelatine is not only best but most 
economical in every way for hospital use. 


A trial 5-pound package at $1.50 a pound will be sent to any hospital 


direct upon request. 
che 


KN OX “The Highest 
lit 
SPARKLING 2 U@###Y Jor 


GELATINE °” 


The Staff of every hospital should have the Knox 
general recipes books and special bulletins: Liquid 
and Soft Diets with recipes; a Study of the Nutritive 
Value of Gelatine by Thomas B. Downey, Ph. D., and 
the Treatise on Diabetic Diet with recipes. Advise 
us how many you require for the Staff and we will 
forward them postpaid. 








Knox Gelatine Laboratories 577° 2 or”: 
445 Knox Ave., Johnstown, N. Y. ree poses in 


flavoring. 




















SS SRE 


tis 
a 
i 
i 
. 
Fl 
| 











renee Ee 





786 


vidual rooms and kitchenettes 


for nurses. It was planned by 
Dr. S. S. Goldwater, director 
of Mount Sinai, who is an 
expert on hospital planning 


and administration. 

A six months’ course in die- 
tetics will be conducted in the 
building for graduates of recog- 
nized nursing schools. A food 
clinic is also planned for the 
instruction of out-patients and 
their families in the proper 
preparation of food, this instruc- 
tion to be followed up in the 
home through visiting nurses. 

“More and more we are com- 
ing to realize the importance of 
diet in the treatment of dis- 
ease,” said Dr. Goldwater, “and 
accordingly, dietetics is becom- 
ing increasingly important in 
hospital work.” 

The new structure is the 
eighteenth in the group at the 
present site. This huge plant is 
the outgrowth of the work 
commenced in 1852, when 
Mount Sinai Hospital was 
incorporated. Its first quarters 
consisted of*a private dwelling 
accommodating twenty - eight 
patients. 


In 1871 the hospital was 
removed to a 200-bed building, 
and a dispensary or out-patient 
department was opened in 1872. 
The institution created a pre- 
cedent for other New York 
hospitals when it instituted a 
pediatric service in 1878 and an 
otologic service in 1879. In 
March, 1891, what is now the 
Mount Sinai School of Nursing 
was established. A pathological 
department was added in 1893. 

The history of this hospital 
is one of constant progress 
what with the new buildings 
added from time to time and 
the modern ideas which per- 
vaded all its departments. 

Ask any one in New York to 
mention the prominent hos- 


pitals, and he would indeed be 
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a sorry wight not to mention 
Mount Sinai. 

The new Medical Center and 
Mount Sinai Hospital illustrate 
the fact that today a great deal 
of money is necessary in New 
York City to erect a hospital, 
consisting of a group of build- 
ings, and afterwards conducting 
it on modern lines. A great 
deal of money, indeed. 


But it can be done here in 
New York City if the right men 
are at the helm; if the public 
is shown that out of bare 
ground will arise buildings that 
will be the best expression of 
hospital architecture as it js 
understood today—not mere 
ornate shells to house flummery 
ideas but earnest, serious 
thought which shall advance 
the art of medicine, slowly, 
carefully, to heights which shall 
bespeak hospitalization in its 
best estate. 





SUPREME COURT UP- 
HOLDS AMERICAN 
DRUGS 
(Continued from page 776) 


chemicals in any way whatever. 

To the physician it means 
that he will have a steady and 
regular supply of reliable drugs, 
of American manufacturers, 
which can never again be upset 
or cut off by the vicissitudes of 
war. 

The same considerations ap- 
ply to the pharmacists. Among 
the vitally mecessary drugs 
affected may be mentioned 
the arsphenamines, cinchophen, 
barbital, the flavines, procaine 
and a host of others. 

To the drug manufacturer, 
who has invested thousands of 
dollars in apparatus for the 
manufacture of drugs and chem- 
icals under the Foundation’s li- 
censes, it means relief from a 
certain degree of anxiety 


(Continued on page 806) 
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The boiler of a Sterilizer gets all 
the grief. Boiling today —to- 
morrow running a dry heat tem- 
perature of several hundred 
degrees. Only one material can 
stand such abuse indefinitely. 


Copper, stamped in one seamless 
piece, forms the leak-proof, heat- 
proof boiler of the PELTON 
Indestructible Sterilizer. 


It can never leak, for it has no 


Means a Better 








Sterilizer 


1 
4 
4 
| Here’s the ideal Portable Sterilizer for hospital use. 
Its one-piece boiler and solderless construction make 
it permanently immune to leaks and short-circuits. 


seams or rivet holes to open un- 
der heat. Short-circuits, the re- 
sult of leaks, are eliminated. 


PELTON Indestructible Steriliz- 
ers will give you a new concep- 
tion of the service possible with 
this type of equipment. 


Built in four sizes, with con- 
venient cabinets and _ stands. 
Complete details sent, without 
obligation. 


THE PELTON & CRANE COMPANY 
Detroit, Michigan 


PELTON 


“Indestructible Sterilizers” 
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Physiotherapy in a State Hospital* 
By J. C. Elsom 


University of Wisconsin 
PART II 


Manufacturers of physiothera- 
peutic apparatus deserve our 
unbounded thanks for their zeal 
in promoting meetings of this 
sort, and in their dissemination 
of Physiotherapeutic literature. 


But it is not their business 
to teach us physiotherapy. It 
is clearly the function of the 
medical colleges; and it is a 
cause for congratulation that 
colleges like Harvard, Columbia, 
Pennsylvania, Indiana, Rush, 
Wisconsin, California, and oth- 
ers are giving instruction in 


physiotherapy. 
It is my contention that no 
medical graduate should be 


given a diploma in this day un- 
less he has had adequate in- 
struction in at least the prin- 
ciples, fundamentals, and tech- 
nique of physiotherapy. 

I am going to predict that 
within five years, every medical 
college in the country will in- 
clude this subject in its curri- 
culum. Then we may hope for 
real advance and for a scien- 
tific basis for all our work. 

Let us each contribute our 
part toward this newer therapy 
by study, practice, and unbiased 
investigation. Thus we may de- 
termine the real values, sift out 
the errors, and make firm the 
third leg of the tripod, Medicine, 
Surgery, Physiotherapy. 

I shall be glad to answer any 
questions in regard to the treat- 
ment of fractures. 

First of all, we try to apply 
some form of heat in order to 
stimulate circulation and con- 


sequently to aid in the repair 
process. We often apply the 
radiant heat and light and then 
again, we may apply diathermy. 

If the electrodes may be put 
in place without any possibility 
of disturbing the ununited frag- 
ments, diathermy is used, and 
then, in addition to that, gentle 
massage in order again to stim- 
ulate the skin, and the under- 
lying tissues, and also, we try 
to get the patient to do what 
active exercise may be possible 
for him without pain and dis- 
comfort. 


For instance, if it is a com- 
plete fracture of the wrist we 
have the patient move his fin- 
gers, and his wrist, with his own 
accord, without any force to it 
whatever, and I think this is a 
very safe thing—the patient is 
not going to hurt himself. 

He stops if it becomes pain- 
ful and we have found that the 
early use in these fractures 
gives extremely beneficial re- 
sults, and perhaps cuts in half 
the convalescent period. 


I do not like to commence 
that before about a week. As 
soon as the splint may be re- 
moved carefully and easily we 
may apply these forms of physi- 
otherapy without any possibil- 
ity of injuring the ununited 
bones, because we take the ut- 
most care to see that there is 
no undue handling or rough 
usage. The patient is treated 
with the utmost gentleness. 


In regard to the treatment of 
psoriasis, you know, all of you, 


*Address delivered at the Fourth Annual Physiotherapeutic Convention, held 
under the auspices of H. G. Fischer & Co. Inc. 
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What KLIM is 


MILK— 


that is bacteriologically 







—Pure 
— Uniform 
—Clean 











dehydrated to a soluble 
powder—without loss of 
vitamins or other ele- 
ments is 


KLIM— 


Keeps without Ice 
Liquefies easily 
Insures against shortage 
Averts loss through souring 





















Use by physicians in infant feeding testifies to its 
quality. Special price to hospitals 
represents a saving. 






Samples, literature and special trial offer 
sent to any hospital superintendent 
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perfectly well, there is no more 
tricky skin lesion with which we 
have to deal than this sleight of 
hand performance of psoriasis. 

It comes, it is here today, 
gone, back again, and you never 
can tell anything about it. It 
is like the Irishman’s flea. 


Ultra-Violet Beneficial in 
Psoriasis 


3ut we have found in the 
treatment of a good many cases 
of psoriasis that ultra-violet 
really does seem to remove the 
patches. It will relieve the itch- 
ing, and we have tried several 
different methods. At first I 
used to radiate rather intensely 
with the water-cooled lamp the 
patches themselves. I have even 
gone so far as to produce blis- 
ters, intentionally. I told the 
patient I was going to produce 
a blister. 

He said, “All right, go the 
limit. Anything to get rid of 
this darned stuff.” 

So blisters have been pro- 
duced, and the psoriasis disap- 
peared underneath after the le- 
sions healed. 

I have, however, come to be- 
lieve that the best treatment of 
the psoriasis is the general body 
irradiation, raying the whole 
surface of the body. 

Psoriasis is very largely due 
to calcium deficiency. I do not 
know whether this is true or 
not, but we know the ultra-violet 
certainly fixes the calcium content 
of the blood very well, indeed. 

Psoriasis has been treated 
with everything under the heav- 
ens and nothing seems to be 
specific, but I think ultra-violet 
comes nearer, perhaps, than any 
other remedy of which I have 
knowledge. 


Subdeltoid Bursitis 


Subdeltoid bursitis is a rather 
common thing. We have had a 
great many cases of that sort 
and we use almost invariably 
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the radiant light and heat first 
for fifteen to twenty minutes, 
and then we use diathermy, usu. 
ally applying an electrode right 
over the shoulder, and perhaps 
a cuff electrode a little lower 
down. In that way, if we can 
drive the heat deeply into the 
tissues we certainly assist in the 
repair process. 

That is all we can do for any- 
thing. We cure nothing. We 
may help nature along a little 
bit, but that is all we do in 
physiotherapy, and don’t you 
believe we do any more than 
that, because we don’t, but that 
is valuable enough. 


Infantile Paralysis 


Question: What results have 
you had in cases of infantile 
paralysis? 

Chairman Elsom: We have 
a large number of cases that we 
are treating all the time. What 
we do mostly in infantile paral- 
ysis is to give the ultra-violet 
for general tonic systemic ef- 
fect, and then we use massage 
very regularly and very persist- 
ently. 

We sometimes use diathermy 
in order to heat up the tissues 
and increase the circulation and 
perhaps aid in the repair process 
and we also encourage every 
possible active exercise of which 
the patient is capable. That is, 
if he has in a paralyzed arm 
or leg any power movement at 
all, we attempt to bring out that 
movement so that if there is 
any spark of life in those nerves 
or muscles, we, by all means, 
encourage it. 


Sling Suspension Method 


We have found this also in 
the legs, for instance, when 
there is no possibility of abduc- 
tion and adduction, that is, 
against gravity, when the pa- 
tient cannot raise the leg, we 
have employed what we call the 
sling suspension method. 
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When Your Patient 


Complains of a Cold 
USE 


Calcidin 


HE outstanding remedy for coughs, croup, bron- 

chitis, laryngitis, epidemic colds and other respir- 
atory ailments is Calcidin. Thousands of physicians 
consider it indispensible. Those who have never pre- 
scribed this excellent iodine-containing compound, or 
have known only the inferior imitations of it, will find 
Calcidin a revelation. 






ANESTHESIN-CALCIDIN TROCHES 
For tickling coughs, speaker’s hoarseness and sore throat 
See that your druggist has Calcidin, Abbott, on his shelves 


CIOT eo 


THE ABBOTT LABORATORIES 
NORTH CHICAGO, ILL. 


New York Seattle San Francisco Los Angeles 
Bombay Toronto 
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We have a table and over the 


table are several bars. We have 
slings on these bars and the pa- 
tient puts his leg in that sling 
and then is able to swing the 
leg backward and forward to 
use those muscles, because un- 
der the sling it takes a very 
little muscular movement, be- 
cause the force of gravity has 
been taken away. We encour- 
age all of those movements that 
are possible, besides, of course, 
other forms of surgical treat- 
ment. 

I believe that active exercise 
is so much better, that is to 
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say, if the patient is able at alj 
to move a muscle, let him send 
the impulse to that muscle from 
his own brain, through his own 
nervous system to his own 
muscle. 

Of course, I think that gal- 
vanic stimulation to _ those 
muscles may be indicated, but 
it is so easy to overdo it. You 
don’t know how much exercise 
that muscle is capable of. It 
becomes easily fatigued, and 
consequently, eight or ten min- 
utes of galvanic stimulation to 
a paralyzed muscle would be 
very disastrous. 





Principles of Hospital Organiza- 


tion and Management 
Ethics 
By George B. Lake, M. D. 


There are many phases and 
angles to the broad subject of 
medical ethics, but one _ of 
the chief points where the hos- 


pital encounters these knotty 
problems is in the matter of fee 
splitting. 

This practice, as is well 


known to most people, consists 
in a division of the fee received 
by a surgeon or other specialist 
between himself and the physi- 
cian who referred the case to 
him, without the knowledge of 
the patient. 

Fee Splitting Always Open to 
Suspicion 
Underhand actions are always 
open to suspicion. The man 
who so conducts himself that, 
as T. R. is said to have re- 
marked, he can tell any man to 
go to hell, is in an enviable 

position. 

The laborer is worthy of his 
hire, and the family physician 
who has attended the case, made 
the diagnosis, accompanied the 
patient to the hospital and, fre- 


quently, assisted in the opera- 
tion, and who, many times, at- 
tends to the _ post - operative 
dressings and other care after 
the patient returns home, is en- 
titled to a fair and equitable 
remuneration for the time, ef- 
fort and professional skill 
which he has expended. 

To permit the specialist to 
collect the money which rightly 
belongs to the referring physi- 
cian, under the guise of his fee 
for an operation or other spe- 
cial service, works harm to all 
the three parties concerned. 

The specialist must have a 
fair remuneration for his ef- 
forts, and if he includes the pay 
for the attending physician in 
his fee he lays himself open to 
an accusation of making exces- 
sive and extortionate charges. 

The attending physician loses 
caste in the eyes of his patient, 
for he appears to have rendered 
services which he did not con- 
sider sufficiently valuable to de- 
mand pay for them. 
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A valuable combination for the 
Modern Hospital 


===> Horlick’s 
| 10 os LIC K's the Original 
BEE Malted Milk 


and the 


DUMORE ELECTRIC 
MIXER 


"tunes th boon oer oe There is a widening range of uses 
NOCOOKING OR MA K Re for ‘‘Horlick’s” in hospital work. 
} Its high nutritive qualities solve 
many problems of diet. The DU- 
MORE MIXER, at $10.50 deliv- 
ered, simplifies the preparation of 
malted milk beverages, hot or cold. 

















| Horlick’s Malted Milk Corporation, Racine, Wisconsin 


NONSPI 


(A pure antiseptic liquid) 


4 for Axillary Hyperidrosis is more 
than a mere deodorant. NONSPI 
M3 destroys armpit odor and also re- 
moves the primary cause— excessive 
eS perspiration. Excreted elsewhere 
a through the skin pores, this same 
perspiration gives no offense because of better evaporation. 


Physicians, surgeons and nurses find the regular 
use of NONSPI insures immaculate underarm 
hygiene and personal comfort so essential to those 
who come in contact with the ill and sensitive. 





MAIL COUPON FOR SAMPLES 
THE NONSPI COMPANY Send free NONSPI 
2693 WALNUT STREE 


KANSAS CITY, MISSOURI — samples to: 
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The patient suffers by gaining 
a false and unpleasant idea re- 
garding both the specialist and 
the family physician; and if the 
fact of the splitting of the fee 
becomes known to him, this un- 
pleasant impression is intensi- 
fied. 

The Commission Idea a 


Culpable One 


So far we have considered 
only what may, by some, be 
judged as “honest” fee splitting. 

The practice, among a certain 
class of wrong-thinking special- 
ists, of paying a straight com- 
mission upon all cases referred 
to them, regardless of the work 
which may have been done, be- 
fore and after, by the referring 
physician, is so thoroughly rep- 
rehensible that it seems almost 
unnecessary to do more than 
allude to it. 

No man of undoubted ability 
needs to resort to such prac- 
tices, nor will any who values 
his professional reputation con- 
descend -to do so. 

Moreover, the honest attend- 
ing physician would feel 
ashamed to take pay for any 
service he has not performed 
and to feel that he had per- 
mitted his judgment as to the 
best interests of his patients to 
be warped by fiduciary consid- 
erations. 


Needless to say, if any patient 
became aware of such a dubious 
proceeding he would be justi- 
fied in denouncing all who were 
parties to it, including the hos- 
pital in which it took place. 

No hospital which values its 
standing among its peers or 
with the better element of the 
medical profession will know- 
ingly permit or wink at such 
transactions, however they may 
be camouflaged. All who have 
to do with the work of the hos- 
pital are entitled to the cer- 
tainty that everything which 
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goes on is open and aboye 
board. 
Hospital authorities should 


cooperate with the various spe- 
cialists who do work in their 
institutions in educating the 
practitioners who refer patients 
for operations or other services 
as to the benefits to all con- 
cerned which will arise from ac- 
customing their patients to pay 
them adequately for every sery- 
ice they perform and to feel 
that the work they do before 
and after is as essential to the 
proper conduct of the case as is 
the more spectacular assistance 
afforded by the surgeon. 

Everyone connected with the 
case will be the better for such 
an understanding as this. 


Many Other Matters of Hos- 
pital Ethics Merit Attention 


There are other matters of 
hospital ethics which deserve 
some mention. If institutions 
have a function to guard against 
fee splitting, they would also 
seem to be bound to discourage 
the “stealing” of patients from 
referring physicians or by staff 
members among themselves; to 
guard those connected with the 
institution, as well as the hos- 
pital itself, against ill-judged 
and pernicious publicity, while 
encouraging such as is consist- 
ent with modern conditions; to 
watch over their records, so 
that they may not fall into 
wrong hands or be put to 
wrong uses; to see that their 
charges are not unduly high, in 
proportion to the services ren- 
dered; to maintain honest, frank 
and cordial relations with other 
hospitals and with the com- 
munities which they serve; and 
to do all those other things by 
which any corporate entity may 
justify its position in the body 
politic. 

The measure of the fullness 
and sincerity with which a hos- 
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AsA 
Preoperative 
Skin 
Disinfectant 


Drs. Scott and Hill, 
The Journal of Urology, 
August, 1925, pp. 135-152, 
report a two per cent 
solution 


MERCUROCHROME 
220 SOLUBLE 


(Dibrom-oxymercuri- fluorescein) 


in 55 per cent alcohol and 
10 per cent acetone to be 
more effective and satis- 
factory than Iodine or 
Picric Acid. 


It is painless, does not 
cause dermatitis, pene- 
trates deeply, is relatively 
non-toxic, and its color 
demonstrates definitely 
the extent and thorough- 
ness of the preparation of 
the field. 


Formula for Solution — Dis- 
solve 2 grams Mercurochrome 
in 35 c.c. distilled water, add 
55 c.c. of 95 per cent alcohol 
and 10 c.c. acetone. Solutions 
46 days old were found to be 
completely germicidal on two 
minute skin tests, so that stock 
solutions may be retained. 


HYNSON, 
WESTCOTT & DUNNING 


BALTIMORE, MARYLAND 








The 


FORMULA 










Gwaiacel 2.6, Formalio 2.6, 
Creosote 13.02, Quinine 2.6 
Methyl Selieylete 2.6, 


Clycerine and Aluminum Sih. 
cate, qs 1000 parts, 


COMMON 
COLD 





At this particular time of the 
year diseases ranging from com- 
mon cold to pneumonia are en- 
countered. In these cases 


Loeeghysipins 


is regarded as the regular 
resource. 

It is an invaluable aid 
when used as an anti- 
pyretic for the reduction 
of fever temperature. 

PNEUMO - PHTHY- 
SINE is Simple to Use, 
POSITIVE IN ACTION 
and has a wide application 
in all febrile conditions. 

We will be glad to mail 
you a regular size jar for 
clinical trial. 


PNEUMO-PHTHYSINE CHEMICAL CO. 


220 W. ONTARIO STREET 
CHICAGO, ILL. 











Pneumo-Phthysine Chemical Co., 


220 W. Ontario St., Chicago. 


Dept. H. B. 


Gentlemen: 


Please send me a regular size 


jar of PNEUMO-PHTHYSINE 


for Clinical Trial. 
Name... 


Address Leo Mata an eee aed 
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pital discharges its ethical 
duties to its staff, its employees, 
its patients, the medical profes- 
sion in general, its community 
and the public at large will, in 
the long run, be the measure of 
the esteem in which it is held 
and of its value as an instru- 
mentality for human progress. 
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A NEW CONVALESCENT 
HOSPITAL 
(Continued from page 770) 
workers at the Chicago Heart 
Association, 308 N. Michigan 
Ave., which association is spon- 
soring the project. A committee 
was appointed to draft a plan 

for the institution. 


The Hospital Book Shelf 
By A. P. O’Callaghan 





Healthyland 
Collected from Hygeia, American Med- 
ical Association, Chicago; 156 pages. 
Illustrated. Supplied in conjunction 
with Hygeia. Price: $4.00. 

“Why didn’t someone think 
of it before?” enthused a nurse 
who had her first glimpse of 
“Healthyland,” the new _ chil- 
dren’s book published by the 
American Medical Association. 

When you see the book you 
will no doubt have the same 
reaction, for here is truly some- 
thing unusual in the way of 
children’s books. And it is of 
particular interest to hospital 
people, because “Healthyland” 
is as fascinating as any volume 
of fairy stories, yet devoted en- 
tirely to Health. 

The cover is an all over de- 
sign portraying a model health 
village and printed in deep scar- 
let and jet black on white. Illus- 
trations that appeal to the child 
are used in profusion. 

The first section of the book 
is made up of health stories, 
the character of which can be 
judged by some of the titles, for 
example: “The Story of a 
Tooth;” “The Little Toad Who 


Wouldn’t Go to Sleep;” “Dotty 
and the Sneeze;”’ “Fresh Air 
Elizabeth” and “Alice’s Adven- 
tures in Health Land.” Follow- 
ing this are a number of full 
page drawings for coloring. The 
subjects are vegetables such as 
the bean, the carrot, tomato, 
cucumber, radish, corn, etc. 
The “Health Funnies,” a 
series of full page sketches with 
appropriate verses, make an- 
other most interesting section 
for the children. The verses are 
clever and enticing, and the 
drawings are developed in such 
a way as to enable the child to 
draw his own “Health Funnies.” 


Five health plays, some ex- 
ceedingly simple, some provid- 
ing for elaborate costuming and 
staging, make up the fourth 
section of “Healthyland.” 

The last part is a panorama 
of beautiful full page illustra- 


tions built around _ health 
rhymes, songs, riddles, limer- 
icks, etc. 


Offhand, we can think of no 
finer, no more fitting book for 
child patients in the hospital 
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The Alpine Sun 
‘ Lamp, Special Mo- 
bile 





se Type illus- 


tile . trated at the left is 
: made expressly for gen- 
eral body radiation. 
















This combination 
Unit (Alpine Sun # dir 4 
and Kromayer Lamps tg co eens 
on a single standard) : 
as conveniently port- 
able and features & 
a self-contained 
cooling apparatus. 


Dependable 


Lamps —and a Continued Service 





Whether it be a HANOVIA quartz lamp as highly developed as the 
combination unit iMneenand at the right, or a single unit that may 
be purchased at a most nominal cost, HANOVIA service is always 
included in the purchase price. 


One phase of this service is the issuance of "The Quartz Lamp”’. 
Through an arrangement with The Alpine Press, publishers, the 
purchasers of HANOvIA Alpine Sun and Kromayer Lamps are ex- 
tended a free subscription to this monthly publication. ‘The 
Quartz Lamp’’ contains extracts and articles by noted physicians on 
the practice of ultraviolet therapy. It is most helpful in aiding the 
physician to perfect his own technique. 


This is a service which HANOVIA is proud to render in the cause 
of progress and better understanding of ultraviolet therapy. It is 
one method employed to insure the users of HANOVIA quartz 
mercury vapor lamps of the maximum of utility and resultfulness. 


HANOVIA CHEMICAL & MFG. CO. 
Main Office and Works: Chestnut Street & N.J. R. R. Ave., Newark, N. J. 


Branch Offices: New York CHICAGO SAN FRANCISCO 





HANOVIA CHEMICAL & MFG. CO., ChestnutSt. & N.J.R.R. Ave., Newark, N. J. 
Gentlemen: Please send mea copy of your 1926 catalog of Hanovia Quartz Lamps. 
I am particularly interested in quartz lamps suitable for: [ Local radiation (orificial, 
cavity, etc.) (J)General radiation (systemic, endocrine, etc.) This request does not 
obligate me in any manner. 
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than “Healthyland.” The stories, 
the rhymes, the jingles, the illus- 
trations will provide entertain- 
ment for hours and divert the 
mind out into alluring realms 
far beyond the walls of a hos- 
pital room. All of the material 
in “Healthyland” has been col- 
lected from “Hygeia,” the Health 
Magazine, and the book is fur- 
nished only in conjunction with 
that magazine. The combination 
would seem to be ideal for every 
institution. 








Whether we eat to live or live 
to eat—Nature won't let us for- 
get that right food and good 
health are very closely related. 

How close—is being demon- 
strated in experimental fields of 
scientific research where new 
light is ever being thrown on 
the source, composition and 
nutrient value of foods and the 
relation they bear to the body, 
both in health and sickness. 

The important place which 
diet is taking in the present-day 
treatment of disease makes it 
increasingly necessary to give 
to the nurse in training that 
knowledge which should be hers 
if she is to cooperate intelli- 
gently with the physician. 

Realizing this fact as a result 
of several years spent as _ in- 
structor and clinical dietitian at 
the Memphis General Hospital 
and Methodist Hospital, Mem- 
phis—Fairfax T. Proudfit has 
dedicated to the nurse an inter- 
esting and practical text book of 
dietetics which has already 
proved so popular that it is now 
appearing in its third edition— 


Dietetics for Nurses 


By Fairfax T. Proudfit. Third edition; 
completely revised. The Macmillan 
Co. 551 pages. Price: $2.60. 

The author discusses the 
problems of nutrition and their 
solution in a readable manner, 
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using the simplest possible lan- 
guage throughout. 

He has followed a logical 
plan of presentation which 
should greatly assist the reader 
in grasping the important essen- 
tials of the subject without con- 
fusion of ideas. 


Thus he sets out to give: 

(1) A comprehensive study of 
the sources of food, its com- 
position and nutritive value. 


(2) The effect of food in the 
body under normal conditions, 
as in health. 

(3) Its behavior and effect 
when conditions in the body be- 
come abnormal, as in disease. 


We have only to think of the 
place of diet in the present-day 
treatment of diabetes and the 
part which the nurse must play 
in this great field of therapy to 
appreciate the need for keeping 
her course in dietetics abreast of 
the times. 


Not only should she under- 
stand the proper administration 
of the specific dietaries as or- 
dered in the hospital, but she 
should be able to instruct pa- 
tients how to carry out the phy- 
sician’s dietary orders after their 
dismissal from the institution. 

The author in this latest edi- 
tion of his work has, therefore, 
paid close attention to recent 
developments, as will be seen on 
reading the section devoted to 
diabetes which is treated in a 
very exhaustive manner. 

The recent experimental and 
clinical research on vitamins and 
the essential mineral constitu- 
ents of food are thoroughly dis- 
cussed and their importance to 
a balanced diet stressed through- 
out. Where possible, accurate 
figures of the organic nutrients 
and fuel value of foods are tab- 
ulated in a carefully compiled 
appendix. 
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Dependability 
in medicinals 


‘ can be evaluated only in the course of time. 
A few favorable clinic results can not be accepted as 
determining the therapeutic value of a _ product. 
Many and reliable reports of experiences, duplicated 
and reduplicated, are essential to bespeak for a drug 
the continuous approval of the profession. 


Metz-Made Medicinals, manufactured with conscien- 
tious care, as time-tried and tested. There may be 
“similar” products—but there is one outstanding 
attribute most reassuring to the user that is inher- 
ent in Metz-Made Medicina!s: their production in 
strict conformity with the postulates and the 
processes of their originators, and their proved value. 
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The general make-up of the 
book renders it easy reading for 
the student. The text through- 
out is split up by well chosen 
sub-titles and a short summary 
appears at the end of each chap- 
ter which helps to re-emphasize 
the importance of salient fea- 
tures. 


The book is nicely printed in 
legible type and should meet 
with the success accorded pre- 
vious editions. 





And now let us turn to a “new 
edition of another unusual text 
book,” the keynote of which is 
“to help the teacher help the 
student”— 


“Anatomy and Physiology” 
For schools of nursing,. normal schools 
and colleges. By Jesse Feiring Wil- 
liams, M. D. Ww. B. Saunders Co. 
New (second) edition. 531 pages. II- 
lustrated. Price: $2.75. 

When you know that Doctor 
Williams is Professor at Teach- 
ers’ College, Columbia Univer- 
sity, New York City, you natur- 
ally feel that he should be well 
qualified to appreciate the diffi- 
culties of teachers and students 
and the manner in which these 
obstacles to learning can best 
be overcome. 


As he states in the preface to 
his book—“since the subject 
matter of these sciences is well 
developed and generally avail- 
able the merit of a book of this 
kind must reside in the arrange- 
ment effected, the teaching helps 
used, the emphasis given, and 
the number and quality of illus- 
trations selected.” 


Under the heading of “Ar- 
rangement,” Doctor Williams 
realizes that the average text 
book of anatomy and physiology 
fails to give the student a fun- 
damental and broad view of the 
structure and function of the 
human body. 
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Something more than a mere 
collection of isolated facts, some. 
thing broader than a required 
course of study should be the 
aim, Consequently, Doctor Wil. 
liams has set out to awaken ip 
his student readers a real inter. 
est in body structure and func. 
tion and to this end has ap- 
proached his subject from a }j- 
ological angle. He starts off 
with a description of the origin 
of life—embryology. 

Study of the cell, its structure 
and functions leads up to a con- 
sideration of the various. sys- 
tems of the body. The muscular 
system, the nervous system and 
the visceral system are discussed 
in that order, the author realiz- 
ing that bones, muscles, nervous 
system and viscera have a mean- 
ing when introduced in the light 
of their origin and development. 


Throughout his work the aim 
of Doctor Williams has been to 
lighten the load of the teacher 
by offering practical teaching 
helps. Therefore, in addition to 
a clear exposition and logical 
arrangement of the subject he 
has closed each section with a 
series of practical exercises, 
questions and selected references 
for more detailed study. 


The book is arranged to serve 
the needs of students of anat- 
omy and physiology outside the 
medical school, the problems of 
the nurse, the teacher of physi- 
cal education or any one of the 
allied fields, being fundamental- 
ly alike. 

The emphasis given to certain 
branches of study is based upon 
an effort to stress “essentials.” 


It is realized, however, that 
those specializing in physical 
education, for example, may 
wish to devote a_ relatively 
large amount of time to the 
muscular system while instruc- 


(Continued on page 814) 
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| QcKesson Equipment ° 


Gas-Oxygen Appliances for Gen- 
eral Anesthesia and Obstetrical 
Analgesia. 


Surgical Pumps, Suction Pumps and 
Vacuum Systems for operating 
rooms, either in small units or built- 
in units of large capacity. 


Metabolism Equipment for the 
Laboratory— Automatic Record- 
ing Metabolor for easy determina- 
ations and accurate results. 


Write for catalog No. 15 covering 
the general line and ask also for 
special information on equipment 
you now need. 


TOLEDO TECHNICAL APPLIANCE 
COMPANY | 


2226-36 Ashland Avenue 
Toledo, Ohio 
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So Oscar Wilde Is in 
Purgatory 


Proof positive has recently 
been given us that Oscar Wilde 
is in purgatory, and when proof 
positive is vouchsafed mankind, 
is it becoming for any critic to 
be so churlish as to doubt the 
assertion? 

The certainty that one is 
right is and must be a feeling 
to be compared only with the 
sense of well-being after a 
good meal or the “grand” feel- 
ing which o’ercomes one when 
an unexpected inheritance falls, 
as it were, from the sky. 

Mrs. Hester Travers Smith in 
her book, “Oscar Wilde in Pur- 
gatory,” entertains no doubt 


whatever that Wilde is in pur- 
gatory, since she asserts that, 
due to the fact that she is psy- 


) Not Set Down in Malice 
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chic, she has received many 
messages from him which are 
so characteristic of the man, 
that for anybody to doubt that 
they really emanated from 
Wilde’s spirit is balderhash of 
the worst sort. 


If we mistake not, it was 
Rudyard Kipling who - said, 
after hearing Talmage deliver 
one of his sermons, “I have 
never met anybody else who 
was on such intimate terms 
with God,” and the same can be 
said of Mrs. Smith with some 
variations, that is, we have 
never met anybody else who 
was so cocksure that she had 
been singled out here on earth 
to disseminate Wilde’s post- 
mortem criticisms on literature, 
art, philosophy and things in 
general, not only as they per- 
tained to his day but as they 
pertain to the present time. 


And although in purgatory, 
which we have always been told 
cleanses the spirit of earthly 
flaws, of contempt of one’s fel- 
lowmen, of conceit and arro- 
gance and superciliousness, we 
find that, according to Mrs. 
Smith, Wilde is just as he was 
when living as regards his over- 
weening opinion of himself and 
his rather poor opinion of his 
contemporaries. 


To substantiate what we have 
just said and to illustrate how 
Wilde has frustrated the good 
intentions of purgatory as 4 
cleanser of the souls of men, 
we shall quote the following: 
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A Definite Aid to 
Diagnosis 














Radiography and 
Fluoroscopy tn Your Office 


git”, extensive and expensive equipment is not necessary to secure the very 
desirable advantages of the X-Ray in diagnostic work. The Engelr 
Radiographic and Fluoroscopic Unit illustrated above will give a service fully 
comparable with the more costly and elaborate equipment. It offers you the 
convenience and certainty of Fluoroscopic examinations and of Radiographs 
of any desired area giving a satisfaction that no less positive method of diag- 
nosis can afford. The professional benefit which this Unit will give in terms 
of satisfaction of clientele, in the building of prestige and the augmentation 
of facilities for practice are obvious to the discriminative physician. It is to 
your personal advantage to secure complete information which, of course, 
does not obligate you in any way. 


THE ENGELN ELECTRIC COMPANY 
X-Ray and Physiotherapy Equipment 
Superior AVENUE AT East THirTIETH STREET, CLEVELAND, OxIO 
Send me the rest of the story on X-Ray( ) Diathermy( )Light( ) Coagulation( ) Sura ) 
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“But though I have forgiven 
the world the humiliations that 
were heaped upon me, and 
though I can forgive even that 
last insult of posthumous popu- 
larity that has been offered me, 
I find it hard to forgive them 
for translating my beautiful 
prose into German. You may 
smile, but that to the artist was 
a very real form of murder. 


“To have maimed my soul was 
terrible, but to have maimed 
the soul of my work was more 
terrible still, For my work, 
besides being my great memo- 
rial, is my one link with the 
minds of living men.” 


Later on, Mrs. Smith shows 
that Wilde has not forgiven 
“Jimmie” Whistler, also dead 
and perhaps a casual acquain- 
tance of Wilde’s in purgatory, 
for having said to him, “Oscar, 
you'll say it next week,” in 
reply to a delirious outburst on 
the part of Wilde who, com- 
pletely carried off his feet by 
a characteristic Whistler bon 
mot, had exclaimed, “Jimmie, I 
wish I had said that,” for she 
makes Wilde say: ‘‘Poor 
James! He was really absurd. 
I would watch him paint and he 
would sing to himself some 
foolish ditty about ‘his heart 
being true to Poll.’ His pictures 
were interesting, but, of course, 
not so interesting as the things 
I should have said about them.” 

Mrs. Hester Travers Smith, 
being psychic, it is quite beyond 
dispute that she is able to pene- 
trate into the interior of pur- 
gatory in a manner denied the 
lesser men on earth, but even 
though abetted by Sir William 
F. Barrett, who writes the 
preface to her book, we yet feel 
that she has created an imagi- 
nary purgatory of most invit- 
ing aspect—a pleasure-garden 
where men may roam at will 
and talk at will, without hin- 
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drance, since the laws are lax 
enough to suit the most 
advanced bolshevist. 


IMUST PUT On 
MY EVENING 
FAGE- ITS 
FIVE OCLOCK 





The “Five O’Clock” Sign 


We take it that you are an 
everyday sort of man as judged 
by the man in the street and 
that when you get up in the 
morning you do not rush to 
the casement—in mid-Victorian 
novels there was always a case- 
ment in one’s bedroom —and 
lean forward and drink in the 
fresh air and thank your stars 
that another day has begun and 
that you are fit to do herculean 
labors that would put Hercules 
to shame. 

This is the everyday sort of 
man that no doubt you are, and 
your friend around the corner 
is, and the component parts of 
your circle of friends are. 

In short, you feel a bit 
grouchy when you leave your 
comfortable bed and are not in 
the happiest state of mind. You 
go to your office shortly after 
a silent breakfast, the silence 
only broken now and then by 
a grunt from you in answer to 
a question your wife may ask 
you as to the contents of the 
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Never In Paste Form 


CLEANLINESS without injury to tooth structure 
or tissues is the most essential necessity in a 
dentifrice. 


INJURIOUS SUBSTANCES—as GLYCERINE, 
GRIT, CHLORATE OF POTASH, or any COR- 
ROSIVE COMPOUND should not be incorporated 
in the manufacture of a dentifrice. 

GLYCERINE is a depletent, it, saps the moisture 
from the tissues, which naturally will recede, expos- 
ing the periodontal membrane causing sensitiveness 
and bleeding. This moisture in the cellular tissue is 
essential to the healthy condition of the membrane. 

REVELATION TOOTH POWDER is never in 
paste form and contains none of the above men- 
tioned drugs. Give it a trial. Upon receipt of your 
card we will be pleased to mail you a can. We are 
sure the results will prove satisfactory and that you 
will not hesitate to recommend it. 


— 


August E. Drucker Company 
2226 Bush Street $3 San Francisco 
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morning paper which you are 
clutching while drinking your 
coffee; and when you arrive at 
your office things seem out of 
sorts—your secretary is all 
smiles, the furniture is highly 
polished, the curtains in the 
windows are just right and your 
desk is in spick-and-span order. 

The grouch is still with you 
and you realize that things in 
the office should not affront you 
by being in such apple-pie order 
when you yourself are not ina 
receptive mood to appreciate 
smiles and orderliness. 

You answer the questions put 
by your secretary in a brusque 
way, you dictate your letters in 
a brusque way, you finally 
attend to your patients, pro- 
vided you are a physician, in a 
brusque way, or, in case you 
are a business man, you receive 
your callers in a brusque way. 

The man in the street, should 
he happen along, will praise you 
for being a real he-man; he will 
pat you on the back and pro- 
claim vou an ornament to the 
Society of He-Men. 

But should a modern psy- 
chiatrist happen along, he will 
think otherwise; he will say 
that you are far from being a 
real he-man; he will say that 
you are neurotic. 

According to Dr. Odier’s 
article entitled “The ‘Five 
O’Clock’ Sign” in a recent issue 
of Revue Médicale de la Suisse 
Romande, the neurotic we have 
just described brightens up at 
5 p. m., changes from Mr. 
Grumpy to Prince Charming, 
throws off all the cares of 
“state,” and his mental machi- 
nery runs on oiled wheels with 
never the slightest grating due 
to dryness. 

Loss of nervous poise, malad- 
justment to occupation and 
social environment are changed 
to a poise that is adamant, an 
adjustment to the pleasures in 
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store for him, provided his 
onerous tasks are over at the 
“witching” hour of five, that js 
immovable as Gibraltar, and an 
adaptability to his social envir- 
onment that smiles when his 
wife confronts him with a “de: 
mand” for a complete refurnish- 
ing of a room or of rooms jin 
his home or an “outing” among 
enemies for a game of bridge. 

It would appear from Dr. 
Odier’s article that he feels 
very sorry, indeed, for the 
“neurotic” who does not come 
into his own until five in the 
afternoon, but to our simple 
way of thinking he is an 
exceedingly fortunate being, 

The man who fumes and frets 
during his business hours 
inspires fear in the hearts of 
those under him, and though he 
may be denounced as a slave- 
driver he gets much more work 
out of his underlings than he 
who is all smiles and amiability. 

Moreover, after five in the 
afternoon he begins to live, and 
what could be more pleasant 
than to live fully after the cares 
of the day have closed their 
eyes in sleep for some fourteen 
hours? 





SUPREME COURT UP- 
HOLDS AMERICAN 
DRUGS 
(Continued from page 786) 
(though the outcome of the 
case could scarcely have been 
in doubt) and a tremendous in- 
spiration to further investiga- 
tions looking to the production 
of :more and better drugs and 

chemicals for America. 

To the nation at large, it 
means that reliable medicines 
will continue to be sold at rea- 
sonable prices; and, more or 
less indirectly, that the dye in- 
dustry of America which is 
now in a flourishing condition, 
thanks to the Chemical Founda- 
(Continued on page 818) 
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Even in Ice Water 


Texolive Kwiksolv is 
100% Efficient 


Texolive Kwiksolv — made from 
olive oil, sold as 92% Real Soap 
(a Powder) Dissolves Instantly 
and Completely Even in Ice 
Water. Trial Proves This. Ac- 
cept Free Sample. 

Texolive Kwiksolv was 
tried — proven — per- 
fected and introduced by 
the Palmolive Company. 
It’s exclusive because it’s 
produced by a= special 
patented process. 

Its big, outstanding, 
sensational feature is in- 
stantaneous  dissolubility 
in cold hard water. That’s 
for two reasons—because 
Texoline Kwiksolv 1S 
made from olive oil, and 
because of the form = in 
which it is produced. 
Water acts at once on 
every tiny soap granule. 

A REAL SENSATION! 

Texolive Kwiksolv has created 
a sensation in the laundry 
world. It’s used for the cold 
break, for washing perishable 
colored goods, for all silks and 
woolens. : 

In the hospital laundry it’s 
the ideal blanket soap—too fine 
in quality to hurt them, still 
efficiently cleansing in the luke- 

warm temperature. This pre- 
vents shrinking or matting. 
TEST THIS WAY 

Order a trial ‘barrel at once. 
Let the head of your laundry 
report on the trial barrel. Then 
you'll know why no efficient 
laurdry, large or small, commer- 
cial or institutional, can afford 
to get along: without Texolive 
Kwiksolv. 

Make This Ice Water Test 
Fill a glass at the water cooler, 
then drop in a pinch of Texolive 
Kwiksolv from the sample pack- 
age. Stir with your lead pencil. 
Note that instantly the powder 
dissolves into a cloudy mixture. 
TK-S dissolves just like this in 
any quantity at any tempera- 
ture. Send for free sample and 
prove it. 


Write for Free Trial Sample. 
THE PALMOLIVE COMPANY 
(Del. Corp.) 

360 N. Michigan Ave. 

Chicago, Ill. 3407 
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Snowy White Linens 
Every Time They’re Washed! 


with Economy, Too 


OU can have the wonderful 
quality of Escotire washing 
and actually save money on 
your laundry work. 
ESCOLITE, the scientific soap- 
builder, 
Saves soap, because of its greater 
effectiveness as a helper for 
soap. 
Saves builder, because of its 
greater washing power, both 
chemical (alkaline) and physi- 
cal (colloidal). 
Saves bleach, because it washes 
the goods clean and white. 
Saves sour, because it rinses 
easily, and washes out most 
stains. 
Saves time, in quicker washing 
(because more effective), and in 
quicker rinsing. 
Saves linens, because of its col- 
loida] control of the alkali. 
Let the Cowles Technical Man 
explain and demonstrate. 


THE COWLES DETERGENT COMPANY 
548 Commonwealth Building, 
Euclid Avenue and East (02nd Street, 
Cleveland, Ohio 


ESCOLITE 


one 
| 





The Cowles Detergent Company, 54s 
548 Commonwealth Bidg., 

Euclid Ave. and E. {02nd St., 
Cleveland, Ohio. 


Send copy of your new _ Booklet, 
“Science in the Hospital Laundry,’’ to 


| 
| 
| 
| 
| 
Hospital | 
Address. . 


Name 
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THE WEST END HOSPITAL 
(Continued from page 760) 


The surgeons’  scrub-room 
has all the modern appliances, 
including foot controls set in 
the floor. The sterilizer room 
has a complete Scanlan-Morris 
“White Line” equipment. 

From the south end of the 
corridor, on the fourth floor, 
opens a good-sized roof garden, 
made _ attractive by flower 
boxes. The automatic elevator 
service makes this accessible 
to all the patients. 

On the fifth floor are the 
internes’ rooms, the entrance to 
the clinical balcony of the main 
operating room, which will 
accommodate thirty to forty 
observers comfortably, and the 
laboratory. 

This laboratory, though small, 
turns out an enormous amount 
of work. It is in charge of a 
technician trained in pathology 
and they do, not only the 
routine uranalyses, blood 
counts, etc., but also Wasser- 
mann tests, blood chemistry, 
pathologic studies from tissue 
sections and the preparation of 
vaccines. 


The permanent staff of the 
hospital consists of Dr. Break- 
stone and two or three other 
physicians who are on the 
board of directors; 6 internes; 
3 graduate nurses and 28 stu- 
dent nurses; 4 technicians; and 
15 non-professional employees. 


Handles Many Patients 
During Year 

The close and effective organi- 
zation of this institution is indi- 
cated by the fact that this small 
staff handles about 2,000 
patients every year, about 1,500 
of whom are major surgical 
cases. The professional work is 
not, of course, all done by the 
permanent staff, as any licensed 
physician is at liberty to bring 
patients to this hospital and 
operate upon them, if necessary. 
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One very interesting feature 
of the arrangements is the 
method of caring for the 
worthy poor. No patient js 
treated free in the hospital; but 
there is a Hospital Auxiliary, 
an independent organization, 
which investigates cases of 
alleged indigence and, if found 
worthy, certifies them to the 
hospital for necessary care, 

They are entered and treated 
the same as other patients, and 
the bills are sent to the Auxili- 
ary. No one knows their 
status except the secretary who 
sends the bills and the mem- 
bers of the Auxiliary, which 
pays them. 

Many poor patients are 
treated gratis in the out-patient 
department, and members of 











A Private Room 


the staff frequently visit these 
unfortunates in their homes 
without pay. 

A nurses’ training school was 
inaugurated soon after the 
founding of the hospital and 
has been in active operation 
ever since. They offer two 
courses: a regular, two-year 
course, which admits those who 
complete it to examination for 
registered nurse, and a_ six- 
months’ course in_ practical 
obstetrical nursing. 

A social service department is 
maintained and the institution 
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THE 
Institution Cow 


HE wide popular- 

ity of Holsteins 
among hospitals, sani- 
taria, healthe-esorts and 
similar _ institutions 
where production is 
under their control is 
due to several charac- 
teristics peculiar to the 
Holstein breed. Vitality, 
Size, Capacity, Vigor, 
Fecundity, Hardiness 
and Yield are. those 
characteristics. 


More than 80 institu- 
tions in 28 different 
states own Holsteins— 
the breed selected after 
thorough investigation. 


Many years ago the 
Executive Council of the 
Modern Woodmen of 
America made a very 
exhaustive study of the 
situation. The infor- 
mation secured by 
them was very con- 
clusive that Holstein 
milk was the best—a 
milk in which the rich- 
ness was just of the 
proper percentage, and 
the quantity produced 
per cow was greater 
than that of other 
breeds. 


We have prepared a booklet, 
“The Institution Cow,” 
which contains a list of vari- 
ous institutions which main- 
tain Holstein herds—and nu- 
merous letters giving experi- 
ences with the animals and 
the milk. We will gladly 
send this booklet, prepaid, 
upon request. 


The Extension Sesesice : 
HOLSTEINCSFRIESIAN 
Associarion of Anmnca 
230 E. Ohio St., Chicago, IIl. 

















BLEEDING CONTROLLED 
IN 
NOSE ano THROAT SURGERY! 


In a series of 225 tonsil- 
lectomies the usual persistent 
capillary oozing has been 
controlled effectively by the 
routine administration of 


preod U.S. Par. Op," 


In the September issue of 
“Annals of Otology, Rhin- 
ology and_ Laryngology,” 
Richard Johnson Payne of 
St. Louis, reports “practical- 
ly no post-operative bleeding 
in these cases. 

“The simple oral adminis- 
tration of a single dose of 
CEANOTHYN —a uniform 
solution of the mixed alka- 
loids of the plant, Ceanothus 
americanus — reduced coagu- 
lation time by 21.9% in nor- 
mal cases. In nine patho- 
logical cases clotting time 
was depressed 50.6%. 

“Results were apparent 
within 15 minutes after ad- 
ministration and reached a 
maximum depression in 
about 45 minutes. 

“Adjunctive treatment was 
unnecessary.” 


Write for descriptive liter- 
ature. 


Flint, Eaton & Co. 


Pharmaceutical Chemists 
DECATUR, ILLINOIS 





Flint, Eaton & Co., 
Decatur, Illinois, Dept. H. B. 


Gentlemen: 


Please send me reprint of Dr. 
Payne’s article. 


Dr 
Address 
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appears to be doing a valuable 
work in the community. 


The clinical facilities of the 
hospital are used for teaching 
purposes, as Dr. Breakstone 
gives private, postgraduate 
courses in surgery to small 
classes of physicians every year. 


Dr. Breakstone’s Purpose 
Interesting 


The doctor’s description of 
the plan and purpose of the 
hospital is interesting. He says 
that they aim to carry on a 
“hotel for the accommodation 
of the sick,” where any legal 
practitioner of medicine can 
bring his patients and care for 
them, using the facilities and 
assistance provided. The com- 
fort and welfare of the patients 
takes precedence over every- 
thing else; and they boast that 
they are prepared to render any 
and every type of medical or 
surgical service at any hour of 
the day or night. 


One of the most surprising 
things about this hospital is 
that they have been able to 
crowd such a complete and 
varied equipment into such a 
small space and that they are 
able to care for such a large 


number of patients, to the 
apparent satisfaction of the 
patients themselves, for the 


place is practically full most of 
the time. 


Here is a demonstration of 
the fact that it is possible for 
a group of men who have both 
professional and business ability 
to run a hospital of considerable 
size, not only without any 


donations or other assistance 
from the public, but in such a 
manner as to give satisfactory 
service to the community at 
reasonable prices and pay grati- 
fying returns upon the money 
invested. 
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BRITISH HOSPITAL ECON. 
OMY COMMITTEE DE. 
VELOP COST SYSTEM 
(Continued from page 764) 


three hospitals for epilepsy and 
paralysis; and (11) thirty-three 
other hospitals. 

This permits a much better 
critical estimate of services and 
outlay. Each hospital is able to 
discover whether total or spe- 
cific costs lie well within aver- 
age costs for the returns re- 
ceived. Any source of excess 
costs can thus be justified or 
corrected as the situation may 
demand. All figures above the 
average indicate branches of ex- 
penditure which deserve careful 
investigation by those most con- 
cerned. Comparisons of this 
kind, of course, are of most use 
where the work is more or less 
closely comparable. 

Figures for 1922 in New York 
show 45.9 per cent of total main- 
tenance costs amounting to $21,- 
214,356.33 spent for salaries and 
wages; 23 per cent for food; 0.9 
per cent for clothing; 8.3 per 
cent for light, fuel, and power; 
6.7 per cent for medical and 
surgical supplies; 1.4 per cent 
for office expense. 

They need to be elucidated in 
some such manner as the Lon- 
don data if they are to be of 
use to the hospital manager in 
his effort to discover and pre- 
vent leaks. 

The average annual cost per 
bed for the 118 hospitals within 
King Edward’s Hospital Fund 
for 1925 ranges as follows: 
Larger general hospitals with 





medical schools qo... cccsccccceses $889.38 
Hospitals for women..............------« 719.28 
Children’s. hospitals....................... 709.52 
Larger general hospitals without 

SCCICAL SCIODIS snc cassceencccccee 699.84 
Cottane thospitals....... a... .- 681.26 
Smaller general hospitals.........- 646.38 
Lymne-in hospitals qsnccccctccscens 573.48 
Ophthalmic hospitals .................--. 560.76 
Hospitals for epilepsy and paral- 

ysis 554.04 


The course of three year’s 
hospital finance is shown in the 
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When You Instruct 
Your Patient 


How to overcome constipation 
by the proper routine of diet, ex- 
ercise and habit time 


You can also, with confidence, 
prescribe Petrolagar because in 
this emulsification of oil and agar 
you are afforded an intestinal lu- 
bricant which mixes intimately 
with the fecal content of the 
bowel, giving thorough lubrica- 
tion and a soft, easily passed 
mass. 


Petrolagar is so pleasant to 
take that even the fussiest patient 
does not object to it. 


Write for clinical trial speci- 

men of PETROLAGAR and 
copy of the treatise, “Habit 
Time.” 


DESHELL LABORATORIES, Inc 
536 Lake Shore Drive, 
CHICAGO 


JUL LM 111114) 




















Petrolagar 


Reg’d U. S. Pat. Off. 
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report and comparison is made 
with pre-war (1913) expendi- 
tures. Beds available, beds oc- 


cupied, with in-patient and out- 
patient attendance and costs are 
given individually and_ collec- 
tively. Distribution of individual 
accounts and analysis of income 
are made with great detail and 
all interested persons can com- 
pare like operations in all hos- 
pitals. 

Low costs may not be com- 
mensurate with efficiency, but 
precise knowledge of costs is 
part and parcel of good man- 
agement and general generosity 
in the handling of hospital sit- 
uations. Efficient management 
sees to it that all available funds 
are usefully applied. 





SOUTHERN HOSPITAL 
NOTES 


Changes Location 


The Estes Surgical Supply 
Company, formerly located at 
16 North Forsyth Street, At- 
lanta, has just moved into new 
quarters at 56 Auburn Avenue, 
the location formerly occupied 
by the Clarke-Atlanta Music 
Company. 

The change in location was 
rendered imperative by the 
increasing business of the Estes 
Company during the past sev- 
eral years, making it necessary 
to secure larger quarters. 

In its new location the Estes 
company will have double the 
floor space for the display and 
storage of surgical instruments 
and supplies that it had in the 
old Prvor Street location, a con- 
siderable amount of new stock 
has been added, and the com- 
pany will be in a better posi- 
tion than ever to serve the 
hospitals and surgeons of the 
Southeast. 

Five men are now employed 
by the company in selling to 
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the thirteen Southern states, 
and more are expected to be 
added to the concern’s sales 
forces in the near future. 

The Estes Surgical Supply 
Company is one of the oldest 
houses of its kind in the South, 
having been organized twenty- 
five years ago. 

Louis Estes is president of 
the firm, which is a corporation. 





Dr. Hardman, an Ex-Country 
Doctor, Elected Governor 
of Georgia 
With the election of L. G. 
Hardman, of Commerce, as 
Governor of Georgia, an ex- 
country doctor has been made 
chief executive of one of the 

leading states in the country. 
Dr. Hardman was born in 
Commerce in 1856, then known 
as Harmony Grove. His father 
was the late W. B. J. Hardman, 
a country doctor who, in part- 
nership with Crawford Long, 
the discoverer of ether, minis- 
tered to the people of Jackson 


county. 
L. G. Hardman _ graduated 
with honors from the public 


schools of Commerce, studied 
medicine under his father, and 
completed his medical educa- 
tion at the Bellevue Medical 
School in New York City. 

After completing his educa- 
tion, he returned to aid_ his 
father in a growing practice, 
making his home and office in 
a two-room cabin built for them 
by C. W. Hood, a friend of the 
elder Hardman. It was the first 
doctor’s office in that section of 
the state. 

In a few years the elder Dr. 
Hardman left to become a Bap- 
tist minister, and L. G. Hard- 
man was left to continue the 
practice. 


He rode all over Jackson 


county on horse-back, and soon 
gained a national reputation as 
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Combat 
ACID INTOXICATION 


WITH 


KALAK WATER 


(Sparkling ... Aerated .. . Palatable) 


The Strongest Alkaline Water 
of Commerce | 


{SPECIAL PRICE TO HOSPITALS ] 


KALAK WATER CO. 


6 CHURCH STREET NEW YORK CITY 











The Battle Creek 
SOLAR ARC LAMP 


Consider These Features: 
. Wide Therapeutic Range. 
. Combined values of ultra-violet and 
* infra-red rays. 
. No danger of tissue burns. 
. Compact and convenient to operate. 








- Operates on alternating or direct 
current—no special wiring required 


- Costs only $120. 








Send for Illustrated Bulletin and 
Easy Payment Plan 


PHYSICAL THERAPY EQUIPMENT CO. 
Sales Agents for 


SANITARIUM AND HOSPITAL EQUIPMENT CO. 


Originators of the Therapeutic Arc Lamp in America 
Battle Creek, Mich. 
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a surgeon. Because there were 
few hospitals and sanatoriums 
in those days—and none at all 
near Commerce—Dr. Hardman 
was compelled to send his hos- 
pital patients to Atlanta for 
treatment. He soon became 
tired of this, and built and 
equipped the Hardman Sana- 
torium at Commerce—the first 
hospital to be constructed in a 
wide section of the state. 

This hospital soon became 
known as one of the best in 
the Southeast, and its patients 
came from all parts of the state 
and neighboring states for treat- 
ment. 

Although Dr. Hardman gave 
up his practice several years 
ago in order to devote all of his 
time to his business interests, 
the Hardman Sanatorium is still 
standing and is fully equipped, 
just as it was when he per- 
formed his last operation there. 
It could be re-opened for prac- 
tice within a few weeks if the 
need for it arose. 

Thus, among his other 
accomplishments, Gov. L. G. 
Hardman can claim the con- 
struction and operation of one 
of the first and one of the best 
hospitals in Georgia. 





THE HOSPITAL BOOK 
SHELF 


(Continued from page 800) 


tors of nurses may be more 
specifically interested in the cir- 
culatory system but no narrow 
point of view should be taken 
if adequate understanding of 
body structure and function is 
to be developed. 

The book is richly illustrated, 
369 pictures and charts help- 
ing greatly to clarify the text. 
In text books of anatomy and 
physiology the importance of 
good illustrations is obvious. 

Doctor Williams should be 
complimented on the manner in 





which he has dealt with the an- 
atomy and physiology of the 
child. The usual texts are jn- 
clined to discuss the structure 
and function of the human body 
as if it were an automobile ma- 
chine of fixed and unvarying 
parts, constant and uniform in 
action. 

Doctor Williams has carefully 
avoided falling into this gross 
error by picturing the body and 
its functions as they are, and 
not as they should be. 

With clever arrangement, 
teaching helps and well chosen 
illustrations, Doctor Williams 
has succeeded in his aim of 
rendering a distinct service to 
the type of reader for whom he 
is catering. 





GEORGIA BAPTIST 
HOSPITAL 


(Continued from page 782) 


of grey tile. The walls are, to 
a height of eight feet, carefully 
tiled, with olive-green tile up 
to a height of six feet, and grey 
tile for the upper two feet in 
order that there may be no 
sharp break in the light when 
it leaves the white of the walls 
to strike the green of the wain- 
scoting tiles. 


Best Equipment Possible 
in Use 


They have the best equipment 
that it is possible to secure— 
equipment in keeping with its 
surroundings, one might say. 

Coming back from the operat- 
ing rooms, one finds, on the 
other side of the corridor, a 
second sterilization room, the 
orthopedic operating room, cor- 
responding to the minor operat- 
ing room on the right, the 
anaesthetic room, a _ nurses’ 
work room, and a_ surgeon’s 
dressing room. 

Further down the corridor 
one finds the. most uptodate 
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annual expense? 


is a handsome blue enamel 
bead necklace onto which is 
strung letter beads spelling 
surname, and then tied and 
sealed around baby’s neck at 
birth. 

At your request we will send 
you a sample necklace and 
illustrated booklet describing 
this modern identification, 
prices and “self-sustaining” 
plan of use. 


Write today — and we 
will mail Promptly 


NURSERY 


NECKLACE 


HAVE YOU SEEN IT? 


Are you acquainted with the reliability of these name bead iden- 


tifications for babies in hospital nurseries — how they are more 
pleasing to look at and to use, and how 
they do not add one-cent to the hospital’s 










Rapid, Simple, 
Sanitary, Fool- 
proof, 






J. A. Deknatel & Son, Inc., Qvctns ‘Vinage (Le 1). N.Y. 








For Dietetic Use— 


VI-TO TOMATO 
JUICE 


ow 


A pure filtered juice 
ready to serve. Palatable, 
refreshing and has max- 
imum content of valuable 
constituents. Vitamine— 
A,++;B,+++4+;C,+++4. 


For Sample Write 
TOMATO PRODUCTS 
COMPANY 


P.O. Box 198 Paoli, Indiana 











The Noyes 
Surgical Buckle 


(-KhO Vers -) 


E 













Medium Size 
Tooled from Brass 


There is an element of stabil- 
ity and permanence in the Noyes 
Buckle for surgical appliances. 
And for dependability and gen- 
eral satisfaction to both’ patient 
and surgeon there is no sub- 
stitute. 


In use in many hospitals for 
thirty years. 


Sample buckle will be sent upon 
request to any surgeon, 


NOYES & COMPANY 
116 Bedford St., Boston, Mass. 
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small X-ray department in the 
South. This suite consists of a 
dark room, a dressing room, a 
diagnosis room, and the X-ray 
room proper. Following this 
comes a general utilities room. 

And then, in the opposite end 
of the building from the operat- 
ing rooms, are two delivery 
rooms, with a special steriliz- 
ing room and waiting room. 

Finally, there is the patho- 
logical department of the hos- 
pital, completely equipped as a 
memorial by one patron of the 
institution. 

Back down the elevator you 
find yourself, not at a back 
door, for the hospital hasn’t got 
one, but on a quiet terrace of 
red tile, surrounded at the pres- 
ent time by grading, but at 
some later date to support a 
garden of green grass and 
flowers and, at some still later 
date, to look across a court- 
yard to a second wing as big 
and as completely equipped as 
the first unit of the hospital. 


Not Large, but Complete and 
Beautiful 


It cannot be said that the first 
unit of the Georgia Baptist hos- 
pital in Atlanta is a large one. 
It supports only eighty beds. 
But it can be said that the unit 
is a beautiful one, a. complete 
one, and one that will serve a 
real purpose and fill a real need 
in the community. 

For the $250,000 expended 
upon it, the hospital board has 
succeeded in getting one of the 
finest institutions in the South. 
And if present plans to raise an 
additional $250,000 for a charity 
ward are successful, a second 
unit, just as complete, will soon 
be under way. 

In short, a fine start has been 
made on what will eventually 
be an institution involving the 
investment of a million dollars 
and serving several hundred 


B 
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people in Atlanta and its sur- 
rounding suburbs. 

Burge and Stevens, of 10] 
Marietta street, were the archi- 
tects in charge of the building 
and supervised its construction, 





NOTES AND QUERIES 
By Edward Swallow 


A Man Who Did All He Knew 
How to Do 


This tells of a man who spent 
his whole life in hospital sery- 
ice in New York City. He was 
attached as assistant pharma- 
cist to the Bellevue Hospital 
Out-patient Department for a 
great many years. 

Notwithstanding the fact that 
he was a hunchback, and was 
by no means an educated man, 
his bright intelligence and read- 
inesss to help in all directions 
endeared him to _ everybody 
around him. Ever cheerful and 
particularly industrious, he was 
one of the most useful em- 
ployees in the hospital. 

He was also handicapped by 
being rather deaf, and upon 
this point he was touchy, but 
during the many years he 
worked with this writer, he was 
never heard to complain. 

He was one of those very 
rare specimens of humanity—a 
man of few words, but a great 
worker who was always on the 
job on time every morning, 
and never watched the clock. 

In many respects my old 
friend and side-partner, Joseph 
Ferris, was a wonderful man, 
and if ever a man handicapped 
as he was, did all that he knew 
how to do, it was dear old Joe 
Ferris, who died some few 
years ago in one of the wards 
of the Bellevue Hospital—a 
faithful, hard-working, _ life- 
long employee. 

Joseph Ferris was known to 
thousands of hospital employ- 
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Are you planning a new laundry? Are you consid- 
ering the improvement of your present installation? 
Is your equipment giving you satisfactory results? 


It will be worth your while, in any case, to consult 
the corps of laundry specialists maintained by The 
American Laundry Machinery Company. Their ex- 
perience is especially wide—and they will gladly ad- 
vise you regarding any laundry problems you may 
have, without the slightest obligation on your part. 
Write! 


The American Laundry Machinery Company, 
Norwood Station, Cincinnati, O. 


CANADIAN FACTORY: The Canadian Laundry Machinery Co., Ltd., 
47-93 Sterling Road, Toronto, Ontario, Canada 








A New Model 
Ether Vapor 
and Vacuum 
Apparatus 


The Israel - Carmody 
Apparatus illustrated 
has many improved 
features. A powerful, 
quiet enclosed motor, 
high vacuum, perfect 
ether vapor control, 
absence of vibration, 
I Z and all metal construc- 
mr tion are some of its 
} - excellent features. 


ee 


—_ — (a 
Made by 


V. MUELLER & COMPANY 
Ogden Ave., Van Buren and Honore Streets, Chicago, Ill, 


Send for full de- 


scription. 
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ees, and tens of thousands of 
persons coming to the Bellevue 
Hospital Out-patient Depart- 
ment. 

Handicapped by a_ crooked 
form, and with none too much 
learning, dear old Joe did his 
best—angels could do no more. 





Tron Treatment for Poison Ivy 

Various treatments have been 
used for ivy poisoning with more 
or less success. Potassium per- 
manganate, lead acetate, quinine 
sulphate, sodium bicarbonate, etc., 
in solution for local application, 
are popular remedies. 

But, Dr. James B McNair, of 
the University of Chicago, who 
has investigated the subject of 
poison ivy treatment says that the 
most effective remedy is ferric 
chloride. 

Dr. McNair suggests, as a pre- 
ventive measure against ivy poi- 
soning, the use of a 5 per cent 
solution of ferric chloride in half- 
and-half mixture of alcohol and 
water, or. glycerin and _ water. 

Hyposulphite of soda in 10 per 
cent solution is said to be another 
useful remedy, also magnesium 
sulphate in solution is another 
remedy which has been recom- 
mended. 





SUPREME COURT UP- 
HOLDS AMERICAN 
DRUGS 


(Continued from page 806) 


tion, will be available for gov- 
ernment uses should we become 
involved in another war. 

Nor are medicine and phar- 
macy the only lines of endeavor 
affected by this momentous de- 
cision. The steel and packing 
industries and many others will 
be vastly benefited by the free- 
dom of chemical investigation 
and activity which is now as- 
sured them. 
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As Good as 
F AICHNEY’S 


Suggests that you try 
the thermometers that 
others try to imitate. 
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Price $12.00 per dozen 


FAICHNEY 


Instrument Corporation 
WATERTOWN, N. Y. 


(Pronounced “Fack-nee”) 





a 


FAICHNEY’S 
Improved Ther- 
mometers reduce 
breakage to a mini- 
mum because the 
tip is a short sturdy 
bulb; the entire ther- 
mometer is made of 
super - tempered 
glass (an exclusive 
Faichney process) of 
surprising durability. 
They are absolutely 
accurate and will 
outlast four ordinary 
thermometers. They 
are extremely sensi- 
tive, quick register- 
ing and easy to re- 
set. 

Our guarantee that 
3 dozen FAICH- 
NEY’S' Improved 
Thermometers will 
outlast one gross of 
any other thermom- 
eters in actual use, 
means saving money 
for the hospital. 
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| Opportunities 


SPECIAL ATTENTION—I furnish 
all kinds of Nurses, Pupils, Tech- 
nicians, Physicians, "Attendants, In- 
tenes — in fact ALL kinds of help 
for Institutions. Also furnish positions 
to all kinds of Nurses, Physicians and 
Institutional employees. Also sell and 
furnish physicians’ practices, locations, 
partnerships, positions, etc. Established 
1904. Gilt edge references. Special 











lans. F. V. Kniest, R. P., Peters 
r. Bldg., Omaha, Neb. 
“NEVERSSLIP” Navel Ligatures 


always please Doctor. Two Jars, $1. 
12, $5. P. P. for your check. ‘‘Nss” 
Laboratory, Wenona, IIl. 





WANTED—(a) General duty nurse 

for small hospital in southwest; inst1- 
tution new and up to date; graduates 
only. employed; $100. (b) Night su- 
pervisor to have entire charge of 100- 
bed hospital; not far from Chicago; at 
least $100. (c) Instructor in theory 
and practical work; 60-bed hospital; 
college trained woman preferred; $135, 
maintenance. 379, Medical Bureau, 822 
Marshall Field Annex Building, Chi- 
cago. 





WANTED—(a) Anaesthetist; 150-bed 

hospital; splendid staff; living condi- 
tions exceptionally good; operations 
average 100 monthly; $130 and main- 
tenance. (b) Surgical supervisor; 65- 
bed hospital; training school of fifteen 
students; must be experienced; $110 
maintenance; far western city. (c) 
Obstetrical supervisor; department has 
25 beds; 150-bed hospital; nine-hour 
duty ; middle western city. 380, Med- 
ical Bureau, 822 Marshall Field Annex 
Building, Chicago. 





WANTED—(a) Assistant house- 

keeper; 400-bed hospital; experienced 
person required; salary entirely com- 
mensurate with qualifications. (b) 
Laboratory technician; 200-bed hospi- 
tal; pathologist in charge; substantial 
starting salary with early increase. 
381, Medical Bureau, 822 Marshall 
Field Annex Building, Chicago. 





P. 39: 2: a. .s an inelegant 
but apt phrase, but P & Co. stands 
for quality in B ncdiahtie arty In this 
issue they feature Protein Extracts, 
Epenoetic. Very simple to apply; the 
soe | instruments needed are a needle 
a few ordinary sterile flat tooth- 
cicks. Institutions are cordially in- 
vited to send for complete literature. 


819 


An Unbreakable Thermometer! What 
a blessing and, incidentally, what a 
saving such an instrument would be. 
Unfortunately glass is fragile and 
thermometers will break, but Faich- 
ney’s of Watertown, N. Y., have an 
improved thermometer that minimizes 
breakage 400 per cent. See ad on page 
818. 





White Kraft Metal Furniture, man- 
ufactured by the Frank S. Betz Com- 
pany, is becoming standard equipment 
in many of the progressive hospitals. 
Their slogan, “Honesty Built Into 
Every Inch,” is not merely idle ful- 
some words to catch the unwary, but 
stands for just what they claim. If 
you have mislaid or lost your catalog 
another will be supplied. See third 
cover, 





Texoliv Kwiksolv is efficient in ice 
water. Every laundry should have a 
supply of this soap constantly on hand. 
Most excellent for the washing of 
blankets, colored material, especially for 
delicate silks and fine woolens. Materi- 
ally prevents shrinking and matting. 
The Palmolive Company will send 
sample on request. Note page 807. 





“The Quartz Lamp” contains ex- 
tracts and articles by qualified physi- 
cians on the practice of ultraviolet 
therapy. Purchasers of Hanovia Alpine 
Sun and Kromayer Lamps may procure 
a free subscription to the monthly pub- 
lication. Page 797 will give you full 
particulars regarding this offer. 





Mercurochrome 220 soluble as a pre- 
operative skin disinfectant is becoming 
quite popular in hospital routine. It is 
painless, does not cause dermatitis and 
its brilliant hue indicates definitely the 


preparations of the field. A_ sample 
bottle sent on request. Write Hynson, 
Westcott and Dunning, Baltimore, 


Maryland. 


The staff of every hospital should 
have the Knox recipe books and special 
bulletins: Liquid and Soft Diet with 
recipes; a Study of the Nutritive Value 
of Gelatine, and the Treatise on Dia- 
betic Diet with recipes. Write the 
Knox Gelatine Laboratories how many 
you require and they will be sent with 
their compliments. See announcement 
on page 785. 


Lysol, a standard disinfectant! Lehn 
and Fink are_making a special offer 
for supplying Lysol to institutions, and 
you are invited to write them regard- 
ing their proposition. Fill in and re- 
turn coupon on page 769. 


The A. S. Aloe Company, St. Louis, 
now occupy their new. five floors and 
basement building, giving them 50,000 
feet of floor space. Their new catalog, 
just issued, offers excellent buying 
opportunities. Send for a copy men- 
tioning HOSPITAL TOPICS & BUY- 
ER when writing. 
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@ INFANT DIET 


RELIABLE COD LIVER OIL 


In recent years Cod Liver Oil is being used by phy- 
sicians more and more as a food rather than as a medi- 
cine. 


It is prescribed regularly in food mixtures of infants, 
or given several times a day in addition to the food, 
on account of being the richest known substance con- 
taining Vitamin A, the antixerophthalmic and growth- 
promoting factor, and Vitamin D, the antirachitic 
factor. 


Pure Cod Liver Oil, free from the usual disagreeable 
odor and taste, is highly desirable in an infant’s diet. 


Mead Johnson and Company are able to supply an ex- 
ceptionally palatable cod liver oil which is made from 
strictly fresh livers of codfish the same day the fish 
are caught. The oil is then refined by removing the 
stearine, and biologically tested on groups of hooded 
rats with experimental rickets and xerophthalmia. 
The potency of each bottle of 


Mead’s Standardized Cod Liver Oil 


is fully guaranteed to the highest possible standard. 


Samples and scientific literature 
furnished cheerfully on request 





vd The Mead Johnson Policy Ny 


MEAD’S Infant Diet Materials are advertised only 
to physicians. No feeding directions accompany 
trade packages. Information in regard to feeding is 
supplied to the mother by written instructions from 
her doctor, who changes the feedings from time to 
time to meet the nutritional requirements of the grow- 
ing infant. Literature furnished only to physicians. aa 


~ 





Special prices to hospitals 


MEAD JOHNSON & COMPANY 
Evansville, Indiana, U.S.A. 


Manufacturers of Infant Diet Materials Exclusively 
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Assembling White Kraft 





_ through the ages honesty has been associated with 
the worker in metals. 


There is a tradition of truth around a shop where they 
temper and turn steel. 


The present day descendants of Tubal Cain love to work 
in a plant and at a job where they are instructed to build 
honesty into every inch. 


If you could watch the craftsmen who build WHITE 
KRAFT Metal Furniture—if you could talk to them—you 
would realize that the reputation won by the finished prod- 
uct is earned by the honesty these men build into every inch 
of their job. 


Aside from mechanical ingenuities and skillful designing, 
which are both factors, it is this fundamental honesty of 
craftsmanship which is your assurance of long and satisfac- 
tory service when you are WHITE KRAFT equipped. 














Furniture in the Factory of the Frank S. Betz Co. 











TIMELY 
BIOLOGICAL SUGGESTIONS 
RY 
SMALLPOX VACCINE VIRUS, LILLY 


Gives a Maximum Percentage 
Of «Takes” in Primary Vaccinations When Proper 
Storage Conditions Have Been Observed 
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DIPHTHERIA ANTITOXI N, LILLY 


A Product of High Potency, Small Volume 
Low Solids; Carefully Tested, Accurately Standardized 
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PNEUMOCOCCUS ANTIGEN, LILLY 


A Distinct Aid in the Treatment of 
Pneumococcus Pneumonias Without Preliminary 
Typing; Small Doses, Given Subcutaneously 
Negligible Reactions 
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Physicians’ Inquiries Invited 


ELI LILLY AND COM PANY 


Research and Producing Chemists 
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